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1970-1971 
University  of  Illinois  at  the  Medical  Center,  Chicago 


EXPLANATION  OF  LISTING 

The  following  list  of  students  as  of  September  30,  1970  includes 
all  students  registered  in  the  College  of  Dentistry,  Medicine, 
Nursing,  Pharmacy,  the  School  of  Associated  Medical  Sciences, 
Dental  Assistant  Program,  Medical  Arts,  and  the  Graduate  College 
of  the  University  of  Illinois  at  the  Medical  Center,  Chicago. 
The  information  for  each  student  is  shown  as  follows: 

NAMES 

The  directory  consists  of  an  alphabetical  list  of  names.   The 
student's  last  name  is  shown  first,  then  his  given  name,  followed 
by  his  middle  name  or  initial,  if  any. 


CLASSIFICATION  AND  YEAR 

The  college  or  school  in  which  the  student  is  enrolled  and  the 
year  of  work  for  which  he  is  registered  are  shown  immediately 
after  his  name.   For  example:   P-2  indicates  a  second-year  student 
in  the  College  of  Pharmacy.   (See  list  of  symbols  below.) 


ADDRESSES  AND  PHONE  NUMBERS 


The  address  after  each  name  shows  the  student's  Chicago  or  "school1 
address  and  telephone  number. 


KEY  TO  SYMBOLS 


*  Indicates  student  is  married 

D  College  of  Dentistry 

DA  Dental  Assistant 

G  Graduate  Col  lege 

M  College  of  Medicine 

MA  Medical  Arts 

MR  Medical  Record  Administration 

MT  Medical  Technology 

N  College  of  Nursing 

0T  Occupational  Therapy 

P  College  of  Pharmacy 

1 ,2,3,4  Indicates  course-year  in  which 

student  is  registered 

5  Special  Student 


GOVERNMENTAL  ORGANIZATIONS 
EXECUTIVE  STUDENT  COUNCIL 

Chai  rman 

Lee  Fischer 
School  of  Associated  Medical  Sciences 

Sue  Poul ton 
Col  lege  of  Dent  istry 

Dave  Johnson 

I rwi  n  Sei  dman 

Warren  Smith 
Col  lege  of  Medicine 

Lee  Fischer 

Jim  Harms 

Richard  Jacobs 
Col  lege  of  Nurs  ing 

Linda  Murrie 

Nancy  Osterbur 

Joyce  Strohman 
College  of  Pharmacy 

Mike  Rasnak 

Pete  Kenney 

Shei la  Bennett 
Graduate  Student  Council 

Eugene  Major 

Meredi  th  Mudgett 


STUDENT  COUNCILS 

Dentistry 
David  Johnson,  President 
Joe  Frazier,  Vice  President 
Chuck  Lochart,  Secretary 
Steve  Blain,  Treasurer 


STUDENT  COUNCILS 

Medicine 
Richard  Jacobs,  President 
Don  Greeley,  Vice  President 
Charles  W.  Graham,  Secretary 
Charles  Slack,  Treasurer 


Steve  Gi  1  lespie 
Dave  Gobei 1 le 
Bob  Hel 1 ige 
Doug  James 
I ra  Koren 
John  Magui  re 
Ed  Rick 
Bill  Roe 
Irwin  Sei dman 

Dental  Assistants 

Roselyn  Stach,  President 

Debra  Kay  Cottingham,  Vice  President 

Rochelle  Gordon,  Secretary 

Davida  Joyce  Goldberg,  Treasurer 


John  Bernardo 
Rich  Block 
Dean  Carr 
Kirk  Cureton 
Wi 1 1 iam  Dam 
Ronald  Friederich 
Mike  Greenberg 
Robert  Greenburg 
Randall  Hinrichs 
Kathleen  Hodgman 
Phi  1 1 ip  Johnson 
Wesley  Jones 
Geraldine  Logan 
John  Logan 
Brad  Manning 
Wi 1 1 iam  Messink 
Timothy  Mi  1 ler 
Randall  Mull  in 
Eddie  Newsome 
Dick  Pearson 


STUDENT  COUNCILS 
Medicine(Contd.) 
Wi 1 1 iam  Rubin 
Jeffrey  Sandler 
Bob  Schoenwald 
Gerald  Snyder 
Wi 1 1 iam  Soper 
Paul  Sosnouski 
Joel  Steinberg 
Kong  M.  Tan 
George  Taylor 
Nancy  VanBuskirk 
Paul  Waytz 

Nursing 
Linda  Murrie,  President 
Terrie  Hepp,  Vice  President 
Marie  Hankus,  Secretary 
Kathy  Linabury,  Treasurer 


CHICAGO  ILL  IN  I  UNION  BOARD 

Miss  Shel ia  Bennett 
Dr.  Howard  Bers 
Dr.  Donald  Boulton 
Miss  Janet  Carl 
Mr.  Wi 1 1 iam  Dam 
Mr.  John  Duffek 
Mr.  Eric  Ericson 
Dr.  Harold  Peinberg 
Mr.  David  Ford 
Miss  Virgir .fa  Gazdziak 
Miss  Paulette  Harar 
Miss  Mary  Ann  Harvey 
Mr.  Richard  Jacobs 
Dr.  Daniel  Nona 


Grace  Huber 
Janet  Kaberna 
Nancy  Reynolds 
Margie  Smith 
Mary  Turk 

(Sophomores,  continuation  students  and 
ex-officio  members  to  be  elected). 

Pharmacy 

Mike  Rasnak,  President 
John  DeNardo,  Vice  President 
John  Giovinco,  Secretary 
Ira  Cohen,  Treasurer 

Dave  Anderson 
Quentin  Freeburg 
Larry  Frieders 
David  Ganetzky 
Shirley  Kumis 
El lyce  Lasky 
Pete  Kenney 
Bill  Mika 
Mike  Sullivan 
Skip  Watters 
Angela  Wojslaw 
Pat  Williams 


S.A.M.S. 
Ethel  Kelman 


UNIVERSITY  OF  ILLINOIS 
MEDICAL  CENTER  CAMPUS 
CALENDAR  1970-1971 


1970  FALL  QUARTER 

Registration  and  Orientation  September  22-25 

Classes  Begin  September  28 

Sophomore  Recognition  Service (Col  lege  of  Nursing)  November  1 

Thanksgiving  Holiday  November  26-27 

(Clinical  students)  November  26  only 

Senate  Meets  December  9 

Examination  Period  December  7~11 

Quarter  Ends  December  12 

Classes  end  for  clinical  clerks  December  19  (12:00 


1971  WINTER  QUARTER 

Classes  Begin 
Senate  Meets 
Student  Research  Forum 
Examination  Period 
Quarter  Ends 


January  4 
February  10 
February  17 
March  15-19 
March  20 


1971  SPRING  QUARTER 


Classes  Begin  (clinical  students)  March  22 

Classes  Begin  (All  others)  March  29 

Senate  Meets  April  7 

Medical  Senior  Comprehens i ves  April  (dates 

Dental  National  Boards(Part  I  &  II)  April  5-6 

Medical  National  Boards(Part  II)  April  1 3 - 1 ^ 

Honors  Day,  College  of  Medicine  May  12 

Honors  Day,  College  of  Pharmacy  May  26 

Memorial  Day(classes  dismissed)  May  31 

Senate  Meets  June  2 
Examination  Per iod  (i ncl ud ing  comprehens i ves 

for  Medical  freshman,  sophomores,  and  juniors)  June  7"11 

Honors  Day,  College  of  Nursing  June  10 

Commencement  June  1 1 

Quarter  Ends  June  12 

Dental  National  Boards(Part  I  &  II)  July  12-13 


to  be  scheduled) 


1971  SUMMER  QUARTER 


Registration 

Classes  Begin 

Independence  Day  (classes  dismissed) 

Examination  Period 

Quarter  Ends 


June  14-18 

June  21 

July  5 

August  30-Sept.  3 

September  k 


EMERGENCY  NUMBERS 


When  calling  within  the  University  (prefix  663-),  only  the  last  four 
digits  are  necessary;  these  last  four  numbers  are  the  University  ex- 
tens  ion. 

POLICE  663-6777 

FIRE 663-7666 

EMERGENCY  ROOM,  R  &  E  HOSPITALS 663-7297 


GENERAL  INFORMATION 


General  Information  (all  University  of  Illinois) 663-6808 

General  University  of  Illinois  Switchboard 663-7000 

Admissions  &  Records,  Office  of Dr.  Dale  Mattson,  Director 

1737  West  Polk  Street,  Room  204  Administration 663-7755 

Chicago  lllini  Union Mr.  John  Duffek,  Director 

828  South  Wolcott  Avenue 663-7770 

Activities  Center  (2nd  floor) 663"778l 

Assistant  Program  Director Dale  LeFevre,  663 -778 1 

Barber  Shop 666-2512 

Bookstore  (Mr.  John  Duffy,  Manager) 663-7790 

Bowl  ing  Alley 663~7795 

Food  Service 663 -7026 

Main  Desk 663"7785 

Program  Director Janet  Carl,  663~7780 

Program  Secretary Charlesetta  Goolsby,  663-778I 

Union  Directorate  (all  committees) 663_778l 

Counseling  Services 

Office  of  Student  Affairs 663-^9^7 

Student  Counseling  Servi  ce  (Ch  i  cago  Circle) 663-3^90 

Health  Service Dr.  M.  J.  Colbert,  Director 

840  South  Wood  Street,  Room  1 30  (R  &  E  Hosps . ) 663-7420 

Library  of  Medical  Sciences Miss  W.  A.  Troxel,  Librarian 

1853  W.  Polk  St.,  Room  119  DMP  (Circulation  Desk) 663-7330 

715  S.  Wood  St.,  2nd  Floor  (Reserve  Book  Reading  Room) .663~7739 

Lost  and  Found  (University  Police) 

840  S.  Wood  St.,  Room  32-B,  Hospital  Addition 663-6777 


MEDICAL  CENTER  HOSPITALS 

Cook  County  Hospital 

General 633-6OOO 

Chi  ldrens 633-6000 

Contagious  Disease 633-6000 

Mental  Heal  th 633-6000 

Outpatient  (Fantus  CI  inic) 633-6000 

Chicago-State  Tuberculosis  Sani  tarium 3^1  -7200 

Illinois  Eye  &  Ear  Infirmary 3^1-7^00  or  177-7^00 

Neuropsychiatr  ic  I  nsti  tute 663-7206 

West  Side  Veterans  Administration  Hospital 829-4500 

RECREATION  FACILITIES 

Chicago  I  11  ini  Union 663-7795 

Circle  Campus  Recreation  Director 663-266I 

Duncan  Y.M.C.A 421-7800 

Medical  Center  Gymnas  ium 663 -71  35 

STUDENT  AFFAIRS,   OFFICE  OF— Dr.  Donald  A.  Boulton,  Dean 

1737  West  Polk  Street,  Room  203 663-^9^+0-^1  -42 

Dean  of  Women 

Dr.  Mary  E.  Reeves,  Room  203-B 663-4945 

Assistant  Dean  for  Student  Affairs 

Dr.  Howard  M.  Bers,  Room  203-F 663-^9^+6 

Assistant  Dean  for  Counseling  Services 

Dr.  Robert  L.  Sheverbush,  Jr.,  Room  203-A 663-4947 


STUDENT  RESIDENCES 

Alpha  Kappa  Kappa,  800  South  Oakley 733"7454 

Alpha  Omega,  2314  West  Polk  Street 243-5043 

Cook  County  Nurses  Residence,  1900  West  Polk  Street 633"7780 

Delta  Sigma  Delta,  720  South  Oakley 1*21-9258 

Hospital  Residence,  840  South  Wood  Street 663~7397 

Kappa  Psi,  726  South  Ashland 421-8527 

Nu  Sigma  Nu,  724  South  Ashland 733"9258 

Phi  Delta  Chi,  724  South  Oakley 421-9355 

Psi  Omega,  716  South  Ashland 421-9346 

Student  Residence  Hall,  818  South  Wolcott  Avenue.. 663-7010 

Women's  Residence  Hall,  818  South  Wolcott  Avenue 663-7OIO 

1st  floor  lounge 663-7704 

2nd  floor  lounge 663~7705 

3rd  floor  lounge 663~7706 

4th  floor  lounge 663-7707 

5th  floor  lounge 663-7708 

6th  floor  lounge 663-7709 


RELIGIOUS  ORGANIZATIONS 

Bishop  Anderson  Foundation 

714  South  Marshfield,  Chicago,  Illinois  60612 243-9115 

Metropolitan  West  Side  Parish 

608  South  Ashland,  Chicago,  Illinois  60607 666-0248 

Westminister  Foundation 

729  South  Paulina,  Chicago,  Illinois  606 1 2 829-2884 

Cardinal  Stritch  Foundation 

916  South  Wolcott,  Chicago,  Illinois  60612 733-6370 


HOURS  ON  CAMPUS 


Chicago  I  1 1 ini  Union: 
Activities  Center 

Monday  thru  Friday 8:30  a.m.  to  5:00  p.m. 

(open  at  other  times  when  building  is  open  upon  request  6  approval) 
Barbershop 

Monday  thru  Friday 8:30  a.m.  to  6:00  p.m. 

Bookstore 8:30  a.m.  to  4:45  p.m. 

Bowl ing  Lanes 

Monday  thru  Thursday 10:30  a.m.  to  10:30  p.m. 

Friday  thru  Sunday 10:30  a.m.  to  12:00  M. 

Main  Desk 


30  a.m.  to  10:30  p.m. 
00  a.m.  to  12:00  M. 
00  a.m.  to  10:30  p.m. 


Monday  thru  Friday 7: 

Saturday .8 

Sunday 11 

Circle  Campus  Recreation  Center--Swimmi ng  and  Handball 

Monday  thru  Friday  -  Swimming 4:30  p.m.  to  8:30  p.m. 

Monday  thru  Friday  -  Handball 2:30  p.m.  to  8:30  p.m. 

(for  reservations  -  663-7135) 
Cook  County  Nurses  Residence  Hall 

Lounges,  daily 6:30  a.m.  to  2:00  a.m. 

(Telephone  calls  are  made  direct  to  the  rooms  at  any  time. 
Duncan  Y.M.C.A.  (Pool) 

Monday  thru  Friday 12:00  N.    to  8:00  p.m. 

Health  Service 

Monday  thru  Friday 8:30  a.m.  to  5:00  p.m. 

Saturdays 8:30  a.m.  to  12:00  N. 

(closed  Sundays  and  Holidays.   After  hours  treatment  may  be 
obtained  from  the  Emergency  Room  of  the  University  Hospitals.) 
Library  of  Medical  Sciences 

Main  desk  and  Main  library 

Monday  thru  Thursday 7:45  a. 

Friday 7:45  a, 

Saturday 7:45  a, 

Sunday 1  : 00  p.m. 

(summer  and  holiday  hours  will  be  posted) 
Reserve  Book  Reading  Room  --  Same  hours  as  above 

Old  Chicago  lllini  Union  gymnasium  (4th  floor) 9:00  a, 

(except  during  physical  education  classes  and  intramural 

"Red  Car"  Service 663-6777 

Monday  thru  Sunday 6:30  p.m.  to  2:00  a.m. 

(Service  limited  to  area  bounded  by  Ashland,  Damen,  Harrison  and  Roosevelt  Road.) 
Student  Residence  Hall  and  Women's  Residence  Hall  switchboard  and  office 

Sunday  thru  Saturday  &  Holidays 8:30  a.m.  to  11:00  p.m. 

Building  is  locked  about  7  p.m.  by  the  University  Police. 


m.  to 

10:00  p.m. 

m.  to 

7:00  p.m. 

m.  to 

5:00  p.m. 

m.  to 

5:00  p.m. 

m.  to 

9:00  p.m. 

act i vi 

ties.) 

CHICAGO  ILLINI  UNION  DIRECTORATE 

Richard  Jacobs,  President  and  in  charge  of  speakers 

Delilah  Cohn  )   Co-chairmen,  Art  Committee 

Sue  Spenglar  ) 

Eric  EricKson,  Chairman,  Film  Committee 

Paulette  Harar,  Chairman,  I  Mini  Med  News 

Norm  Stern,  Chairman,  Music  Committee 

Joe  Poeplau,  Chairman,  Recreation  Committee 


OTHER  STUDENT  ORGANIZATIONS 


Alpha  Omega  Alpha 

Alpha  Tau  Delta 

American  Medical  Women's  Association,  Jr., Br. 

American  Society  of  Dentistry  for  Children 

Association  of  International  Friendship 

Christian  Dental  Society 

Christian  Medical  Society 

Illi-Sota 

Lambda  Kappa  Sigma 

Newman  Club 

Phi  Delta  Epsi Ion 

Rho  Chi 

Rho  Pi  Phi 

Sigma  Theta  Tau 

Student  American  Dental  Association 

Student  American  Medical  Association 

Student  American  Pharmecutical  Association 

Student  Health  Organization 


Ed.  Felix,  President 
Teresa  L.  Romano 
Pat  Dix 

William  P.  Schalk 
Vija  L.  Sharma 

Steve  Carter 
Theresa  Blanik 
Shirley  J.  Kumis 
733-6370 
Mark  Greenberg 
David  A.  Anderson 
Pete  Kenney 
Barbara  Wi 1 1 iams 
Dennis  Spain 
Ronald  Ban 
Lawrence  Frieders 
Ronald  L.  Berman 


NAME  COLL.     STREET    ADDRESS  CITY    E     STATE  ZIP    Cn  PHONE 

♦AARONSON    "ICHARO    D  M3    2529    W    FITCH  CHICAGO    ILL  274-1075 

ABBOTT    JAMES  4    724    S    ASHLAND  CHICAGO     ILL  SE3-9559 

A3RAMS    KAREN    ELAINE  N3     35 1  7    W    WOLFRAM  CHICAGO     ILL  342-3048 

ACHARYA    RAMESH    N  G3    309     S    MARSHFIELD  CHICAGO    ILL  60618       87^-7950 

ACH^RE    JAMES     BOB  G8    4930    S    WOODLAWN  CHICAGO    ILL  536-6417 

ACHTERBFRG    ROBERT     F  PI     81»    S    WOLCOTT-433  CHICAGO    ILL  60612 

ACKFRMAN     DIANE    CLAM  N3     1900    W    POLK  CHICAGO     ILL  633-8305 

ACKFRMAN    LAURENS    V  G8    645    SHFRIDAN    RD  FVANSTON    ILL  869-^344 

ACKFRMAN    SUZANNE    I  OU  N3    318    S    WOLCOTT     #201  CHICAGO     ILL  60612       663-8128 

*ADA"S     ALLAN    LFF  PI    7911     W    BELMONT    AVE  ELMWOOD    PK     IL  L  453-2106 

*A0AMS     JAMES     ELLIOTT  03    ?33    DESPLAINES    AVE  FOREST    PARK     I  LL  771-9245 

AOLER     MICHAEL    L  M7    2834    BIRCHWOOD  CHICAGO    ILL  34H-5712 

AFMAN    J'JOSUN    KEITH  P3    26  17    W    93TH     ST  FVFRGRFEN    PK  ILL  477-7185 

AGGER    WILLIAM     ALLAN  M3    730    GARFIELD  OAK    PARK     ILL  843-4486 

*AGNOS     P^TER    DAN  0?    506     S    CUYLER  OAK    PARK     ILL  383-7971 

AGONIS    CHARLFS     PHILL  P2     15508    MILLARD  MARKHAM     ILL  331-0161 

*AHLEN    JOHN    WILLIAMS  G8    4915    W    HUBBARD  CHICAGO    ILL  379-3119 

AINSLIF    MICHAEL     8RUC  M3    611    HAVEN    OR  ARLINGTON    HGT  S     ILL       437-3771 

AIROLA    DALF    RITHARD  P3     1010    SC    AUSTIN  OAK    PARK     ILL  383-8465 

♦AKRIVOS    GEORGF     S  P2    4904    N    HOYNE  CHICAGO    ILL  561-1179 

ALBANO    FDYTHF    ANN  N3    818    S    WOLCOTT  CHICAGO    ILL  60612       663-8100 

AL3AN0    FLORFINA    M  N4    1743    HARRISON  CHICAGO    ILL  SE3-9844 

*AL8FRS    STEPHEN    W  8    735     S    CLARFNCF  OAK    PARK     ILL  60304       336-8186 

ALBERT     JR     CLAYTON    F  04    716    S    ASHLAND    AVE  CHICAGO    ILL  60607       HA1-9346 

ALBERT    NORMAN  M4    300    S    OAKLEY  CHICAGO     ILL 

♦ALBERT    RORY    JAY  PI    9670    N    DEE    RO  DFS    PLAINFS     I  LL  298-6744 

♦ALBERT    THOMAS    L  8 

ALBFRTS     CARY    CHARLFS  P2    813     S    WOLCOTT-627  CHICAGO    ILL  60612       663-8248 


NAM  .    STREE1    vi'ioi  5S  CITY    6    STATE  11*    en 

U.RRIGH1     ELLEN    J  '512W    W«IGHTWO0D  CHICAGO    ILL  523-3791 

♦  ALCALA    JOSF     R*  G3  1617     S     HHi    AVI      *6  w\YWOHn     ILL  60153       631-26r'< 

ALDFCOA    JOSEFINA    P  P ^  2615    N    DAYTON     ST  CHICAGO    III  54^-7291 

M.ORIOGE    rRUDY    K  N2  818    S    WOLCOTT-227  CHICAGO    ILL  ^061?       663-Hiil 

♦ALFXANDER    JOHN     F  3 

ALLEN    CONSTANCF     I  N2  l«*00    W    POLK  CHICAGO    ILL  60612 

ALLEN    MARY    L  N2  318     S    W0LC0TT-334B  CHICAGO     ILL  60612       66  3-3159 

ALLEN    SISTFR    CHERYL  G*  818     S    WOLCOTT     #518  CHICAGO    ILL  60612       663-3394 

ALLFN    YVONNE     C  PI  7350     SOUTH     WABASH  CHICAGO     ILL  874-3159 

*ALLEY    KEITH    EDWARD  G8  720    A    HIN^AN  EVANSTON     ILL  36Q-l?«5 

ALLISON    KAREN    LFF  <>  2  H1R     S     WOLCOTT  CHICAGO     ILL  60612        663-8361 

ALMASSY     IMRE     GEORGE  M2  6620    LLOYD    DP  WORTH     ILL  443-4653 

♦ALMEDA  LEONARDO  8 

♦ALTSCHUL    SHELHON  GP  450    W    MELROSE  CHICAGO    ILL  327-3095 

ALVARES     OLAV  G3  5465    EVERETT  CHICAGO    ILL  60615       HY3-5492 

ALVIS     ANTHONY    ALLEN  P2  5434    SO     SAYRE  CHICAGO    ILL  60638       586-0573 

ALYN    IRENE     BARRETT  G3  2232    N    GFNEVA    TERR  CHICAGO    ILL  60614       243-8903 

AM  IN    MOHAMMED    DIM  8 

*AMIRJAHFD    AHOOLRFZA  G8  4L0    N     TAYLOR     *1C  OAK    PARK     ILL  603Q2        336-5264 

ANAST     PAUL     THEODORE  P3  724    S    OAKLEY  CHICAGO    ILL  421-9355 

*ANDFRSEN    OLAF  8 

ANDERSON    DAVID    ALAN  P4  313    S    WOLCOTT    AVE  CHICAGO    ILL  606L2 

ANDERSON    HIRAM    M  P4  15016    LEAVITT  HARVFY     ILL  333-8712 

ANDERSON    KAREN    ANN  "T4  813     S    WOLCOTT     #312  CHICAGO    ILL  60612       663-3139 

ANDERSON    KAREN    L  G8  617    S    MADISON    AVE  LAGRANGE     ILL  352-2766 

ANDERSON    LAWRENCE    J  PI  14035    TRACY  RIVFROALE     ILL  349-5952 

ANDERSON    NANCY    C  G7  15550    WOODLAWN    E  SOUTH    HOLLAND  ILL          339-1922 

*ANDFRSON    NORWOOD    R  M4  1407    W    COSSITT    AVF  LAGRANGE     ILL  354-6790 


NAME  COLL. 

ANDERSON    THOMAS    CARL  Ml 

ANORFSON    JEAN    E  N2 

♦ANDREWS     B»UCF    POLF  0? 

*ANT  IKATZIOFS     T     G  G7 

ANTLF     EDITH    LU  N3 

ANTOLAK     JOHN  P2 

♦ARASTOUNEJAD    P  R 

♦ARROGAST     BRADLEY    w  GR 

*ARBOGAST    LORETTA    Y  GR 

ARCHER    ROBFRT    R ICHAR  M2 

ftRFNSMAN    ROBERT  R 

♦ARJUN    VIRBHANCAS  R 

ARMFTTA    NANCY    ANNF  P2 

ARMSTRONG    JAMES    LFF  04 

ARN    JAMCS     EDWARD  P4 

ARNOLO    HARRY     B  VA4 

ARNOLD   JOSEPH  A  0  1 

ARNOLO    TERRY    GENE  M2 

ARR INGTON    JOE    N  "4 

ARWAY     ANDREW    P  P4 

ASCHINBERG    LORENZO  R 

ASH    DAVID    "JEROME  P3 

ASHIMI     FFYISITAN     A  P5 

♦ASHKINAZ     RARRY     C.  R 

AST    NANCY    F  N2 

ATKINSON    JUDITH    L  G7 

♦  ATTAR     ADNAN  fl 

ATTASI     BASSFM  fl 


STREET    ADDPFSS  CITY    F,     STATE 

731     S    BLVO  EVANSTON     ILL 

T50    S    WOLCOTT     ST  CHICAGO    ILL 

5454    S    CORNELL  CHICAGO    ILL 

L  S 1 1    RASSWOOP    CT  GLENVIEM     ILL 

35  17    W    WOLFRAM    AVE  CHICAGO     ILL 

5fl?3    N    MAGNOLIA  CHICAGO     ILL 

1041     3     BFLOIT  FOREST     "ARK     I 

10413    BELQIT    AVE  FOREST    "ARK     I 

ROD    S     OAKLFY  CHICAGO     TIL 


ZIP  CO    PHONE 

R66-7179 
6061?  633-8307 
643-2659 
50025  663-7615 
6061R  342-3048 
60626   271-7924 

LL      771-5962 
LL      771-6962 


1900  W  POLK 
B18  S  WOLCOTT 
14R  N  MAYF IPLD 
2R00  W  AL3I0N 
RIB  S  WOLCOTT- 80-s 
RIB  S  WOLCOTT 
10357  SO  PEORIA 


CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 


2235  S  CUYLEP  AVE   RERWYN  ILL 


RIB  S  WOLCOTT-113   CHICAGO  ILL 
1323  W  GARFIELD     CHICAGO  ILL 


855R  S  KOSTNFR      CHICAGO  ILL 
RIR  S  WOLCOTT  #5  13  CHICAGO  ILL 


6061?  633-3308 
60612  663-8321 
60644 

262-0445 
6061?  663-R292 
60612   663-8269 

23R-6928 
60402   749-13R3 

6061? 

60636   92S-1351 

LU2-1470 
60612   663-R3R9 


NAMI                                 ;  Ml.    STREET    ADDRESS  CITY    r.    STATf  ZIP    CO         p 

ATWOQD    fay    N  07  7 1  s    BENTON  ELMHLJRSl     IU  R3?-5??? 

♦AJERBACU     IRYAN    NE II  i  I  135    N    MAYFIEID    *G  CHICAGO    ILL  379-?581 

*AUKST INAITIS    STANLEY  PI  6641     SO    WHIPPLE  CHICAGO    III  471-0341 

AULTZ    CAROl     LOUISE  MT4  2?R    SO    WILLIAM  JHL  T  F  T     ILL  60436       7?3-7988 

AURALLF    JOSEPH    PfTFR  (>  ?  7035    S     TALMAN    AVF  CHICAGO     ILL  60629 

AUSTIN!    BOBBY    WAYNF  PI  81R    S    WOLCOTT     #521  CHICAGO    ILL  6061? 

♦AUSTIN    JOHN     A  M4  538    DES    PLAINES  FORFST    PK     ILL  60130        771-73*7 

♦AUSTRIA    ASUNCION  7 

♦AVILA    MENFLEO  R 

AVILA    ROSE    M  N?  5946    W    ROSCOE  CHICAGO    ILL  283-0250 

AXELROD    ALAN    JAY  M?  818     S    WOLCOTT     #209  CHICAGO     ILL  60612       663-8340 

AYNILIAN    GEORGF    H  G8  813     S    WOLCOTT  CHICAGO     ILL  6061?       663-8240 

AZEM    KHAL  IL  8 

BACHARA    KATHLEEN    ANN  N4  6341     W    RYRON     ST  CHICAGO     ILL  282-1181 

♦RACON     BRUCE    CLFAVCLA  9 

♦3ADRINATH    KETTY  8 

BAFHR    LEILANI     JANE  MT4  1900    W    POLK  CHICAGO     ILL  633-8450 

RAGGS    WILLIAM  8 

RAIDS    SYLVIA    H  N?  818    S    WOLCOTT-617  CHICAGO     ILL  60612       663-8408 

BAILEY    JOHN    M  M4  2071     N    MULFORO    RO  ROCKFORD    ILL  377-6776 

3AIM    HOWARD    MICHAEL  M2  1402    W    WARNER  CHICAGO     ILL 

BAIM    ROGER    SCOTT  M2  340    S    LOOMIS    ST  CHICAGO     ILL  421-0298 

8AIMA    JOLFNE    CLAIRF  N4  541    W    OAKOALE  CHICAGO    ILL  935-1977 

♦  BAKANOWICZ    ROBERT    R  PI  7520    N    HOYNE    AVE  CHICAGO    ILL  761-7932 

BAKER    JEFFREY    DAVID  P2  317    S    CLAREMONT  CHICAGO     ILL  60612       243-8593 

♦BAKER    JOHN    ALBERT  M3  3703    CLARFNCE  BERWYN    ILL  484-4247 

♦3AKER    LYNN    WEBBER  N4  10    ACERRA    DR  HILLSIDE     ILL  544-4794 

BAKER    STUART    FLINT  M2  38?5    N    PINE    GROVE  CHICAGO    ILL  281-0193 


NA"F  COLL.     STREET    ADDRESS  CITY    t    STATE  ZIP    CT  PHONE 

♦  JAKER  WILL  I A 1 1  LOYO  03  2336  S  50TH  AVE  CICERO  ILL  60650  656-4029 
BALAS  GLENN  SHFRWIN  PA  5035  H  PAYNE  SKOKIE  ILL  60076  0R4-0408 
BALDERMAN  SAMUEL  CAL  M3  5623  N  BERNARD  CHICAGO  ILL  583-0910 
3ALHI     J\MFS    J  01     318     S    WOLCOTT-731  CHICAGO    ILL  60612 

♦  BALDWIN  CHARLES  F  Ml  2207  PRENTISS  «204  OUWNERS  GROVE  ILL  064-0155 
BALIN  MARTIN  STFWART  G3  2814  BIRCHWOOO  CHICAGO  ILL  60645  SH3-5707 
BALLING    DAVID    A  3 

BALTHAZAR     EUGENE  M4    218    N    CENTRAL  CHICAGO     ILL                              370-6786 

♦3ALTZ     CURTIS    COULTER  M2    6830    N     SHERIOAN  CHICAGO    ILL  60626 

BAMAN    SUCHAKER     I  G8    1208    S    6TH    AVE  MAYWOOO     ILL  60153       343-5704 

BAN    RONALD  3    82?    S    MILLER  CHICAGO    ILL                              666-6184 

♦BANKS     JERRY    LFF  MA4    2001     SO    MICHIGAN  CHICAGO     ILL                              791-0047 

♦8ANSAL    V IN-0    K  8 

BARCH    SIDNEY    ALAN  G8     1061    W    HOOD    ST  CHICAGO    ILL  60626       764-2435 

♦BARCLAY     HAZEL     G  N4    1736    F     87TH    PL  CHICAGO     ILL                              134-2374 

♦BARDWICK.    PETER     ALAN  Ml     1121    LFSLIF    LANE  VILLA    DARK     IL  L                  332-5364 

♦BARNABFP    JAMES    J  0  1     731     S     BOULEVARD  FVANSTON     ILL  60202        866-7170 

♦BARNES     ANNETTE    CASEY  M3 

BARNES    KATHERINF    N  PI     120     SO    PFUTER  ARLINGTON    HGT  S     ILL       255-6645 

♦BARNES    RAYMOND    F  M3     1303     SO     15TH    AVE  BROADVIEW    ILL                        344-5886 

BARON    THOMAS     EDWARD  M3    5200    S    MENARD  CHICAGO     ILL                              767-0400 

BARCNF    ROBERT    M  8 

♦BARROWS    MICHAEL     JOHN  02    4640    N    SHERIDAN    RD  CHICAGO    ILL  60640       378-4687 

♦BARRY    VIRGINIA    C  Ml     1010    W    HARRIS0N-3B  CHICAGO    ILL  60612       243-0233 

BARTHEL     RICHARD  8 

BARTO    TANVA    JAN  "4    818    S    WOLCOTT  CHICAGO     ILL  60612       663-8358 

BARWOLF     CHPISTA  8 

BARZA    ALLAN     BERNF  Ml     1640    W    ^DA^S  CHICAGO    ILL                              666-0846 


NAMF  COLL.     STREFT    ADDRESS  CITY    S    STATF  ZIP    CD  PHONE 

♦BASIL     PHILIP    CHARLFS  DA  3807    W    AINSLIF  CHICAGO     ILL                              583-6678 

3ASINSKI     RICHARD    C  P?  15613    GOUWFNS    LANF  SO    HOLLAND     IL  L                   FOl-0705 

BASKIN    MARK     ALAN  Ml  818    S    W0LC0TT-624  CHICAGO    ILL  60612 

BASS    CHARLFS    M  M4 

BASS    MURRY    ALAN  Ml  5736    W    RF3A  MOPTON    GROVE  ILL             965-577? 

BAUER    JERRY  Ml  1236    W    DEVON    AVE  CHICAGO     ILL                              BP4-1870 

BAUERNFEIND    ROBERT    A  M2  603    W    WELLINGTON  CHICAGO     ILL 

♦BAUMGARTNFR    WILLIAM  8 

BAVIDO    ROBERTA    M  N4  2229    ELM     ST  RIVFR    GROVE     I  LL               456-5878 

BEADEL     KATHLEEN    M  N4  1926    W    HARRISON  CHICAGO     ILL  60612       829-0786 

BEAN    ALFRED    THOMAS  D2  818     S    WOLCOTT  CHICAGO    ILL  60612       663-8275 

BECK    LUANNF     M  N4  836-8    S    WESLEY  OAK    PARK    ILL                           386-2204 

BECK    RONALD    CRAIG  PA  2933     SHERIDAN  CHICAGO    ILL                             929-1544 

BECKER    CHARLENF  P2  3837    JARVIS  LINCOLNWOOD    I  LL                0P3-1905 

BEDNAR    MARK    WAYNE  PI  719    N    LFF    BLVD  HILLSIDE     ILL  60162       LI4-5960 

♦BEEBE    BETTY    L  N4  106    HAWTH3RNF     ST  NEW    LFNOX     ILL                        485-8513 

♦BEEHNER    MICHAEL  M4  815    N     14TH  MFLROSE     PARK  ILL             344-1754 

BEESLFY    LEONARD    WILL  03  1926    W    HARRISON  CHICAGO     ILL                              226-0663 

BEETSTRA    MELINDA    S  N2  1900    W    POLK-1223  CHICAGO    ILL  60612       633-8223 

♦BEIER    JAMES    J  3 

BEISSER    VIVIAN    FAYE  P2  1415    PRATT  CHICAGO    ILL                              262-9004 

BEITZ    ALBERT    LOUIS  Dl  818    S    WOLCOTT-511  CHICAGO    [IL  60612 

BELANGFR    MICHAEL    G  G8"1910    W    HAPRISON  CHICAGO    ILL                              243-7431 

♦  BEL-CH    RICHARD    Z  Ml  1420    W     THOME     ST  CHICAGO     ILL                             465-8048 

♦BELJAEFF    OLGA  8 

BELL    CAROLYN    L  M4  1911    W    OGDEN  CHICAGO    ILL                              733-5219 

♦BELL    JAMES     ALBERT  G8  334    S    AUSTIN    BLVD  OAK    PARK     ILL                           386-4402 

BELL    SHERLYN    GALE  N4  1211    E    52ND    ST  CHICAGO    ILL                             MU4-1099 


NAME  COLL.  STREET  ADDPFSS  CITY  f.  STATE  ZIP  CD    PHONE 

RFLMllNTE  FRANCES  G  N4  616  N  LONG  AVE  CHICAGO  ILL 

♦RELSHE  RORERT  R  Ml  5858  N  SHERIDAN  RD  CHICAGO  ILL  60626   728-3491 

BENCE  LAWRENCF  h  Ml  800  S  OAKLEY  CHICAGO  ILL  733-7454 

BFNTER  MICHAEL  HFRBF  P3  5220  OAKTON  SKOKIE  ILL  OR5-3209 

*«ENHAM  NEAL  R  1  1024  RANDOLPH  OAK  PARK  ILL  386-3003 

<MFNNETT  BASIL  T  III  G7  15  W750  59TH  ST  H3    HINSDALE  ILL  323-1835 

*BENNFTT  JOHN  L  M3  251  S  MARENGO  FOREST  PARK  I  LL      771-9443 

BFNNETT  SHFILA  BETH  P3  838  COLUMBIA  AURORA  ILL  60505   898-1415 

BENNETT  THOMAS  OMAR  Ml  2130  CLEVELAND  ST   CHICAGO  ILL  281-3687 

*BENNINGHOFF  JOHN  M4  658  WASHINGTON  OAK  PARK  ILL  60302   386-4971 

♦BENSON  DAVID  M4  1434  W  LUNT  CHICAGO  ILL  274-0680 

* B ER ENT  PH I L I P  8 

*BFRG  BRUCE  HOWARD  M3  227  DES  PLATNES  FOREST  PK  ILL         771-5499 

RFRGEMANN  DONALD  ALV  P3  2521  N  THATCHER  RIVER  GROVE  I  LL      452-9363 

BERGEN  DONNA  C  M4  108  LINCOLN  GLFNVIEW  ILL  60025   PA4-8423 

BERGER  BARRY  WILLIAM  P4  511  W  BROMPTON  CHICAGO  ILL 

•BERGFR  MARY  L  N4  2301  BFAU  MONDE  LISLE  ILL  60532   357-2625 

BERGER  SHELDON  P2  3023  HILL  ST  WILMETTE  ILL  60091   251-5188 

RERGMAN  CAV I D  AARON  *3  2050  N  DAYTON  CHICAGO  ILL  528-5724 

*BERKF  JAY  P  M4  947  DUNLOP  FOREST  PILK  I  66      366-1619 

BERKE  JFRRY  H  M4  2511  N  SEMINARY  CHICAGO  ILL 

BFRKLACICH  MARY  A  N2  309  S  WESLFY  AVE    OAK  PARK  ILL  60302   848-9871 

♦RFRKON  ROY  SHELDON  G7  7443  WASHINGTON  ST  FOREST  PARK  I  LL      366-3363 

.  BFRKSON  JOSEPH  KOLLF  M2  667  BARRY  AVE-3N    CHICAGO  ILL  60657 

♦BERMAN  DAVID  8 

*BPRMAN  LEONARD  P4  7404  N  DAMEN  CHICAGO  ILL  274-2256 

*BERMAN  RONALD  L  M4  1130  W  ARMITAGE  CHICAGO  ILL  60614   935-3247 

BFRMAN  STEPHEN  ALAN  Ml  818  S  WOLCOTT  CHICAGO  ILL  60612 


LI  .        '          '               '  *.'.  CITY    !  •  '    ' 

UfcRMANSTfcVFN  " 

cm \ ■  i  <  ■.    .  »i  «m  s  «olc:ti  chi  r <v      m  60si?     ».'.  >-?i  m 

RFRNA«*")I    AVFLINA   P  \'  ,  l  <  '             '  Vr  |  s  ;\j                HCAGO    III  60612       /'•-'• 

BERMROO    JOHN  *2  7':ii    w     Mvrusi-Y    PKW  rH[rv,'i    ill  &0614 

I     »Nfi    rtEPNARD    hatvFv  r,  •>  jq<j    s    MARSHFIEIO  CHICAGO     Ml  &0612       263-8214 

^F^ECK11  -*    C  Hi-'  IS  T  [NF.  Q 

*BFRNSTFIN    JERRY  "4  ?nis    w    '"n-!Sr  CHICAGO    ILL  ^n-^.V^ 

<t-3SANH    RAYMOND    •'<  04  ',122    N    A'lNT'-'kn0  CHICAGO     ILL  338-7125 

BEJj*TINI    KFNNETH    H  ^  4  MIR    S    59TH    COURT  CICERO    ILL  652-611R 

BERTRAM     SUSAN    « AY  N4  fll  B     S    WOLCOTT     *325  CHICAGO    ILL  663-8150 

BERTULIS    JO^N    KARL  P2  ^40  1     S     TAL^AN    AVE  CHICAGO    ILL  LA3-R944 

BE S LEY    OARY     ALAN  01  R1H     S    WOLC0TT-412A  CHICAGO     ILL  '.06 1?        66  3-8171 

♦  3EST    OAVID    GFORGE  M3  46  R    McLR.r)SE     «265  CHICAGO    ILL  52R-R109 

♦BEST    SUSAN    M  AR  I  F  °2  469    MELROSE     *265  CHICAGO    ILL  6065?       528-R109 

3EULIGMANN    PAULA    JEA  P2  318     S    WOLCOTT-520  CHICAGO     ILL  60612       66  3-R3,;)5 

*BIAL    JOHN    JOSEPH  D3  11     PRAIRIE  0ANVILLC     ILL  443-3799 

*31F0E    ROGER    CARL     II  03  7500    N    EL^HURST  BENSFNVILLE     I  LI.                2°R-62'>2 

*3IELINSKI    ROBERT     \  8 

*BIGGS    JOHN    THOMAS  03  8139    WHITE    AVE  LYONS    ILL 

*BIGOS    LAUREL     M  N4  217    S    WILLE  Wl     PROSPECT    I  LL                392-4627 

3ILEK    BA«3ARA    ANN  P3  204    CALUMET    BLVD  HARVEY     ILL  333-0350 

BILOW    PAUL     A  M4  1232    W    JARVIS  CHICAGO     ILL  743-164R 

*BILYEU    JAMES     ALFREO  M2  5670    W    FULTON  CHICAGO     ILL  261-5150 

^BINDER    RENEE    SHARON  Ml  818     S    WOLCOTT-517  CHICAGO    ILL  60612       663-8393 

BISHOP    MARY    VINETA  N3  818    S    WOLCOTT     #323  CHICAGO     ILL  663-8148 

BISHOP    MICHAEL  4  3521    W     64TH    PL  CHICAGO    ILL  60629 

BISHOP    ROGER    EUGENF  M2  8  18     S    WOLCOTT-830B  CHICAGO     ILL  60612       663-R315 

BISMAYER    JOHN    A  M4  911    N    FRANCISCO  CHICAGO     ILL  60622       486-3952 


NAME              COLL.  STREET  ADDRESS  CITY  £  STATE  ZIP  CD    PHONE 

BIT^AN  JACOB  D  M4  4321  W  GOLF  SKOKIE  ILL  677-5366 

♦3LAHNIK  THERESA  M  0T4  0  N  WALLFR  #3  CHICAGO  ILL  60644   378-2556 

BLAIN  STEPHEN  M  D4  34  1  S  HUMPHREY  0*K  PARK  ILL  383-9255 

RLAKE  R08ERT  8 

RLANCO  JORGE  FELIX  P3  9911  KFYSTONE  AVE  SKOKIE  ILL  60076   679-4874 

BLANKENSHIP  PAMELA  S  N3  318  S  W0LC0TT-W418  CHICAGO  ILL  663-8379 

8LAS  MANUEL  8 

*3LASIK  LAWRFNCC  GEOR  M3  35  WFST  AVE  RIVERSIDE  ILL  447-91^3 

^IFECKFR  WILLIAM  J  04  905  S  LAFLIN  CHICAGO  ILL  226-2163 

*BL  I  NSTRUB  NORMAN  8 

BLOCK  RICHARD  ALLAN  Ml  667  A    BARRY  «  2-N  CHICAGO  ILL  327-4263 

BLOCK  RDBFP.T  STEVEN  M3  521  BRIAR  *  502  CHICAGO  ILL  60657   281-8362 

*BLOCK  SANFORD  8 

*BLOMguiST  ELIZABETH  N2 

BLONAR  DAVID  PFTFR  P2  4947  N  WELLINGTON  CHICAGO  ILL  282-4159 

BLUMENTHAL  ELLIOTT  J  M3  822  S  MILLER  CHICAGO  ILL  60607   666-6184 

ROBAK  PAUL  ANTHONY  D2  818  S  W0LC0TT-207A  CHICAGO  ILL  60612 

BOBEK  SUSAN  C  N4  531  S  TAYLOR  AVE  OAK  PARK  ILL  60304   VI8-2025 

*808ER  KENNETH  FRANK  P4  2831  W  40TH  ST  CHICAGO  ILL  376-0253 

BOCIAN  MAUREFN  FDITH  Ml  70  W  BURTON  PL  CHICAGO  ILL  60610   943-1296 

B0GAC7YK  MARILYN  J  N2  318  S  WOLCOTT  CHICAGO  ILL  60612   663-8117 

BOHN  PHILLIP  JOHN  P3  1010  S  AUSTIN  *  E  OAK  PARK  ILL  60304   383-8465 

*BOHRMAN  JEFFREY  S  G7  1360  N  SANDBURG  CHICAGO  ILL  60610 

OJANOWSKI  EDWARD  M  PI  3014  E  79TH  PL  CHICAGO  ILL  734-4741 

BOLAND  JOHN  E  P3  1335  S  MAPLE  BERWYN  ILL  60402   484-1006 

♦BOLCT  KENNFTH  A  G8  128  WEST  TAYLOR  LOMBARD  ILL  627-2474 

BOLMS  DALE  M  PI  20  32  S  10TH  AVE  MAYWOOD  ILL  60153   343-5741 

BCLS  JEFFREY  PI  807  1/2  JOHN  ST  JOLIET  ILL  723-6697 


NAMF  COLL.     STREET    ADD»FSS  CITY    L    STATE  ZIP    CD  PHONF 

♦BOLT     RICHARD    H  fl 

♦  BOMRFCK     CHARLES    T  R 

BOMBENGER    JAMFS    JOHN  M2  437    S    HAPVARO  VILLA    PARK     IL  I                   834-5250 

BONO    STEVEN  P4  6125    N    KIMBALL  CHICAGO     ILL                              C07-068R 

BONDHUS     STEPHEN    LFE  P3  529    S    WEST    AVE    #    E  EL^HURST     ILL                           279-RSQR 

♦BONOI     JOHN    JOSEPH  D3  2223    SO    61     AVE  CICFRO    ILL                                656-5377 

♦BONGAARTS    JOHN    P  G8  1454    W    POLK  CHICAGO     ILL                             666-1641 

BONK    BARRY    MARK  PI  2120    N    CLARK  CHICAGO     ILL                              327-9037 

BONNER    TENNIS    ALAN  P3  37?    E     163R0    ST  HARVEY     ILL  60426       331-4391 

BONUCCHI    NELVA    MAY  MA4  "318     S    W0LC0TT-416W  CHICAGO    ILL  60612       663-8377 

BOOKER    THOMAS    M    JP  P3  1646    N     SEDGWICK  CHICAGO    ILL                             944-5062 

♦BOONAYATHAP    UDOM  G8  818    S    WOLCOTT     ST  CHICAGO    ILL  60612       663-8220 

BORDEN     ADRIANNE    N  MR4  8146     S     INGLESIOE  CHICAGO     ILL                             HU7-2137 

BOREN    STEPHEN    D  8 

*BORGSTEDE    JAMES    PAUL  Ml  7313    ROOSEVELT    RO  FOREST    PK    ILL  60130       366-5676 

♦BOROWSKY    STEPHEN  8 

BORYS    WILLIAM    STANLE  P?  191    CALUMET    BLVO  HARVEY     ILL                                 E09-1158 

*B0UCEK    ROBERT    J  M4  5439    W    25TH  CICERO    ILL  60650 

BOUCHARD    RENFLLE    CAR  N4  7715    MONROE  FOREST    PK    ILL                        366-0407 

BOULWARE    LYDIA    S  P3  16221    HERMITAGE  MARKHAM     ILL  60426       339-4878 

BOURNE    KATHLEEN    A  G7  818    S    WOLCOTT-205  CHICAGO    ILL  60612       663-8124 

BOUZAGLOU    ARMAND  M3  6741    N     SHERIDAN  CHICAGO    ILL                              262-2306 

♦BOWEN    DONALD    T  P2  4249    N    MEAOE  CHICAGO    ILL                              286-5231 

BOWLES    CHERYL    LEE  G8  1527    CORNELIA  WAUKFGAN    ILL                           0N2-2186 

BOYADJIAN    LUCIEN    GEO  P3  11816    S    EMERALD  CHICAGO    ILL                             923-8741 

♦BOYD    DAVID    ROSS  G8  728    S     TAYLOR    ST  OAK    PARK    ILL                           848-6052 

BOYD    EUGENE    JR  PI  9148    SO    PARNELL  CHICAGO    ILL  60621       783-7947 

BOYD    ROBERT     EARL  8 


NAME  CDLL.  STREET  ADDRFSS  CITY  £  STATF  ZIP  CO    PHONE 

BOVTF  CAROL  JEAN  N4  2142  N  74TH  AV1  FLMWOOO  PK  IL  L       453-3242 

•BRADERSON  JOHN  PAUL  8 

^RRACLFY  RICHARD  M4  635  N  TAYLOR  OAK  PARK  ILL  848-8143 

iPAHY  TIMOTHY  ALAN  »3  1010  S  AUSTIN  M    E  OAK  PARK  ILL  60304   383-8465 

♦BRAMSON  MARTIN  ARNOL  P2  ^37  W  CORNELIA  CHICAGO  ILL  60650   539-1682 

R^ANDON  CHRISTINE  M4  1900  W  POLK-1142  CHICAGO  ILL  60612   633-8342 

BRASS  BEVERLY  ANN  PI  818  S  WOLCOTT-212  CHICAGO  ILL  60612   663-8122 

BRA7PL  TERRENCF  GEOR  P2  14415  JEFFERSON  ORLANO  PK  ILL  60462   34«>-2475 

BR4ZELT0N  BARREN  F  P3  1727  W  106TH  ST  CHICAGO  ILL  60643   HI5-3458 

BRECFFLOT  GLENN  W  01  501  N  PARKWOOD  AVE  PARK  RIDGF  IL  L       825-1526 

BREEN  MICHAFL  PHILIP  PI  7  OWlGHT  AVE  JOLIET  ILL  60436   725-3550 

BRENNAN  J 3HN  ARNOLD  Ml  818  S  WOLC0TT-820B  CHICAGO  ILL  60612 

BRFNNEP  PAUL  L  P4  605  DUNDEE  RO  GLENCOE  ILL  60022   835-3596 

BRESADOLA  CAROLF  N4  70  W  BURTON  PL  CHICAGO  ILL  60610   664-2318 

RREWFR  GARY  LYNN  D2  716  S  ASHLAND  CHICAGO  ILL  HA1-9346 

3REYFR  DONALD  A  M4  1400  W  WINNEMAC  CHICAGO  ILL  60640   334-8596 

BREYER  ROBERT  HFRMAN  M3  2600  N  HAMPDEN  CHICAGO  ILL  60614   348-0990 

*BRIENT  BRUCE  8  1044  CENTRAL  DOWNERS  GROVE   ILL    968-5661 

3RISSETTE  DOREL  FRAN  N4  1718  W  FLOURNOY  CHICAGO  ILL  60612   243-0835 

BRISTOW  MICHAEL  R  G8  12  59  WFSTGATE  TERR  CHICAGO  ILL  666-9246 

♦  BROCK  THOMAS  WILLIAM  M?  930  NORTH  BLVD  OAK  PARK  ILL  848-4638 

♦BRODKIN  JFROME  8 

♦8PDI0O  PETER  8  724  ERIE  ST  OAK  PARK  ILL  386-2797 

BROOKS  JERRY  D4  4140  W  MAIN  ST  SKOKIE  ILL  677-8171 

♦BRCUDER  GERALD  T  N4  1742  N  OAK  PARK  CHICAGO  ILL  237-5053 

♦BROWN  ALEXANDER  L  04  7725  MONROE  FOREST  PARK  I  LL      369-7184 

RROWN  BAPBARA  L  N4  1460  W  SUMMERDALF  CHICAGO  ILL  60640   275-7313 
BROWN  RARRY  D            8 


NAMF              COLL.  STUFTT  AO:)PFSS  CITY  &  STAT"=  7|P  C"    PHONF 

BROWN  GAIL  PFARL  G7  60  1  W  OFMING  PL  CHICAGO  ILL  60614 

BROWN  GFRALD  DOUGLAS  M?  709  W  DIVERSEY  CHICAGO  ILL  60614 

BROWN  HOLLISTON  L  G8  7744  N  FASTLAKE  CHICAGO  ILL  741-445? 

BROWN  IVA  JEAN  N3  1161B  S  BISHOP  CHICAGO  ILL  264-6472 

♦BROWN  JAMES  8 

BROWN  THOMAS  WARO  M3  2050  N  OAYTON  CHICAGO  ILL  528-5724 

♦BROWNING  KENNETH  ROB  M3  129  N  HUMPHREY  OAK  PARK  ILL  848-2417 

♦BROWNING  RONALD  A  G8  940  W  WINONA  CHICAGO  ILL  L01-4725 

♦BROWNS  KIRBY  L  M4  133  ROCKFORD  #12  FOREST  PARK  I  LL      771-5575 

♦8RUCH  RICHARD  F  M3  4550  N  CLARENDON  CHICAGO  ILL  275-5282 

BRUFCK  ROBERT  JOHN  M2  714  S  MARSHFIELD  CHICAGO  ILL  CH3-9U5 

BRUKSCH  LAWRENCE  M  Ml  530  W  ALDINE  #203  CHICAGO  ILL  327-8498 

BRUNT  JOFL  ROY  M2  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8193 

BRUSKEWITZ  REGINALD  M2  108  SHAGBARK  RT  *1  ELGIN  ILL  584-4955 

BRYAN  DENNIS  PI  2910  LOGAN  BLVD  CHICAGO  ILL  772-9636 

♦BRYANT  THOMAS  MARK  P4  1101  COTTONWOOD  MT  PROSPECT  I  LL      956-0053 

BRZANA  RICHARD  EDWAR  D3  716  S  ASHLAND  AVE  CHICAGO  ILL  HA1-9346 

BRZCZOWSKI  ROBERT  E  PI  244  FLM  ST  GLENVIEW  ILL  724-6620 

BUCK  ANN  CATHERINE  N3  1811  N  CLEVELAND  CHICAGO  ILL  787-6776 

♦BUCKLEY  LINDA  H  G8  7304  W  HARRISON  FOREST  PARK  I  LL      771-6484 

BUDZISZ  ELAINE  M  N2  2222  W  CHICAGO  CHICAGO  ILL  489-0747 

♦BUEHLER  ALLAN  LOUIS  M3  325  FULLERTON  CHICAGO  ILL  549-3R16 

BUFGRD  MARGARET  J  N2  818  S  WOLCOTT-315  CHICAGO  ILL  60612   663-8140 

♦BUGAJ  SHARON  BURKE  M4  940  S  ELMWOOO  OAK  PARK  ILL  848-8630 

♦  BULGER  RICHARD  B        8 

BULLOCH  III  GEORGE  C  M3  6301  SHERIDAN  CHICAGO  ILL  274-3023 

BULMASH  JACK  M  8 

BUNDY  JANET  KJESTENE  N4  5249  W  WRIGHTWOOD  CHICAGO  ILL  60639   237-3946 


NAMF  COLL.  STREET  ADDRESS  CITY  &  STATF  ZIP  CD    PHONE 

*6UNNAG  SURACHANEE  8 

RURG  GARY  EDWARD  D?  1 345  S  HARVEY  RERWYN  ILL  60402 

BURGARC  STFVEN  D4  905  S  LAFLIN  CHICAGO  ILL            226-2163 

3URK  PAUL  H  PI  13832  LASALLE  ST  RIVFRDALE  ILL          841-6472 

BURKF  SUSAN  E  N2  1900  W  POLK  CHICAGO  ILL  60612   633-8326 

BURLISON  JOHN  F  Dl  818  S  WOLCOTT-730  CHICAGO  ILL  60612   663-8283 

.BURNS  BARBARA  E  G7  818  S  WOLCOTT  #517  CHICAGO  ILL  60612   663-8393 

BURRITT  MAPY  FRANCES  G7  922  LINDEN  AVE.  OAK  PARK,  ILL          386-3346 

*8U»RUS  AODALIA  Ml  7821  S  SANGAMON  ST  CHICAGO  ILL            846-6884 

BURTON  RONALD  FPANK  P3  2424  W  BERWYN  CHICAGO  ILL  60625   561-5549 

*BUSCH  WILLIAM  U  JR  03  4114  N  SPAULOING  CHICAGO  ILL            478-9348 

*3USCHMANN  MARY  F  G8  8146  WALSH  LANE  RIVER  GROVF  I  LL      456-8794 

BUSENRARK  LINDA  LOU!  M2  1413  W  CORNELIA  CHICAGO  ILL            281-0993 

*8USINAR0  GERALD  RICH  P2  1926  W  HARRISON  CHICAGO  ILL            421-3659 

BUSTIN  ANDRFW  GEORGE  M2  850  S  LOOMIS  CHICAGO  ILL            722-6981 

BUTLER  EUNICE  MARIE  N4  2001  N  CALIFORNIA  PEORIA  ILL             682-3564 

*BYRD  HAROLD  OL  IVEP  02  5819  S  INDIANA  CHICAGO  ILL            363-3279 

CABAY  RONALD  JAMES  03  818  S  WOLCOTT-117  CHICAGO  ILL  60612   663-8333 

*CARLK  MARTIN  JEROME  P2  3404  CARMEN  CHICAGO  ILL            463-2845 

♦CADWELL  JAMES  R  G7  1214  W  ROBIN  LANF  MT  PROSPECT  I  LL      439-7623 

CAHILL  JAMES  RAFTERY  M3  724  ASHLAND  CHICAGO  ILL            SE3-9258 

CALEBAUGH  DONALD  L  G7  210  CIRCLE  DR  FOREST  PARK  I  LL 

CALLFGARI  FUGEN 10  8 

♦CALLOZZO  FRANK  P  G7  1321  HEATHER  HILL  FLOSSMOOR  ILL  60422   798-2270 

*CALVERT  NFLS  EDWIN  Ml  1632  MO  1BTH  ST  MELROSE  PARK  ILL     68  1-2447 

CAMERON  LARRY  ALLEN  Dl  818  S  W0LC0TT-403  CHICAGO  ILL  60612 

CAM*  6ERTRU0E  E  8 

♦CAMPBELL  WILLIAM  JAM  M4  6501  S  KILPATRICK  CHICAGO  ILL  60629   735-2507 


NAMh  CC1LL.     STRFET    ADDRFSS  CITY    I     STATF  ZIP    CP          PHONF 

CANDELORA    JOSEPH    N  GB    5555    W    VAN    BURFN  CHICAGO    ILL                              170-7108 

CANCILAS    OENISF     D  PI    4871    N    WASHTENAW  CHICAGO    ILL  60625       271-7249 

CANHAM    JEFFREY    K  Ml     70S    W    CORNELIA     «    ?  CHICAGO     ILL  60657 

CANNIZZARO    RONALD    A  01     8100    EOGEWATER    RO  N    RIVERSIDE     I  LL               447-090R 

♦CANZONA    JOSEPH    E  G7    2926    N    BURLING  CHICAGO     ILL                              472-1564 

CAPITANELLI     CLAIRE    M  N4    556    S    *AIN     ST  LOMBARD     ILL                              627-5157 

♦CAPOOT    GERALD    D  P 

CAPPEL    DENNIS    OALF  P4    318     S    WOLCOTT-220  CHICAGO    ILL  S061?       663-8350 

CARCEN    DAVID    M  ??    1453    N    CAMPBELL  CHICAGO     ILL                              27«-l749 

CARFY    CLEN    JR  P4    630    W    WAVELAND  CHICAGO     ILL  60613 

♦CARLIN    RICHARD  M4    229    MARENGO    AVE  FOREST    PK     ILL                         771-5967 

CARLSON    CHRISTINF    L  N2    818    S     WOLCOTT     #227  CHICAGO    ILL  60612       663-3111 

CARLSON    FDWARD    EWALD  M2    5043    N    WINCHESTER  CHICAGO     ILL                              AR1-5571 

CARLSON    EVELYN    E  G7    5127    W    22ND    PL  CICFRO    ILL  60650       863-3570 

CARLSON    KRISTINE    M  0T4    818    S    WOLCOTT     #317  CHICAGO    ILL  60612       663-8142 

CARLSON    MARCUS    EUGEN  PI    817    S    CLAREMONT  CHICAGO    ILL                              733-5671 

CARLSON    RAY    GORDON  M2    818     S    WOLCOTT-504  CHICAGO     ILL  60612       663-8196 

CARLSON    RICHARD    OAL E  P4    2239    S     13TH    AVE  BROADVIEW    ILL                         344-8298 

CARLSON    ROBERT    B  04    317    S    LAFLIN  CHICAGO     ILL                              829-0179 

♦CARLSON    RUSSELL    R  8 

CARLSON    SHARON    JEAN  P2    2820    W    85TH    PL  CHICAGO     ILL  6065?       778-8224 

♦CARLSTEDT    BRUCE    C  G8    314    ILLINOIS    ST  LEMONT    ILL                               257-2342 

♦  CARLTON    BRUCE    ERIC  M2    1,11    GARFIELD    ST  OAK    PARK    ILL  60304       383-9530 

CARMICHAEL    JOANN  N2    818    S    WOLCOTT-212  CHICAGO    ILL  60612       663-8122 

♦CARMICHAEL    KATHERINF  G7    1500    CENTRAL    ST  EVANSTON    ILL                          864-9149 

CARMODY    JOHN    MARTIN  P3    2629    W    15TH    ST  CHICAGO    ILL 

♦CARR    CAROL    LYNN  N4    4354    S    MAPLEWOOD  CHICAGO    ILL                            523-2537 

CARR    FRANKLIN    DEAN  Ml    818    S    WOLCOTT-622  CHICAGO    ILL  60612 


NAME 

COLL 

CARRIGAN  CANOICF  C 

N2 

CARSWELL  GWENDOLYN 

N2 

CARTER  JAN  OWEN 

M2 

♦CARTER  STEPHEN  LEE 

M3 

CARVALHO  PRISCILLA 

G7 

CASANO  SAM  FRANK 

P2 

CASPER  ELAINE  L 

N2 

*CASPFRS  ALAN  LEE 

P4 

CASSEM  ANDREA  RUTH 

N3 

CASTELLESE  RUJEAN  F 

P4 

CASWICK  MARY 

M4 

CATANZARO  CHRISTINA 

N2 

CATES  JAMES  GORDON  J  P? 

*CATO  LAURA  J  N4 

CAYWOOD  ANN  ALISE  M2 

CELLITTI  MICHAEL  P  Dl 

CERMAK  ROBERT  F  P3 

♦  CERMCK  DEBORAH  P2 

♦CEROVSKI  JOHN  THOMAS  M2 

*CHAET  RICHARD  SCnTT  Dl 

*CHAITKIN  PAUL  SHELDO  D3 

CHAMRERLIN  WILLIAM  H  Ml 

CHAN  PAMELA  YIN  PING  P2 

CHANDLER  MARTHA  ANN  0T4 

*CHANDRASEKHAMA  R  8 

CHANG  BETTY  D5 

♦CHANG  SHUW  L ING  P5 

♦CHAPMAN  CRAIG  E  P4 


,  STREET  ADDRESS 
818  S  WOLCOTT  #221 
1900  W  POLK 
748  S  OAKLEY 
1718  FLOURNOY-1201 
1900  W  POLK 
5929  W  EDOY  ST 
1900  W  POLK 
6710  SHERIDAN  #511 
3004  BENNINGTON  DR 
1005  BLAKE  ST 
1904  N  BURLING 
1900  W  POLK 
919  SO  LOOMIS 
1417  CALIFORNIA 
748  S  OAKLEY 
7005  ROOSEVELT-10 
2213  S  GUNOERSON 
11953  S  RIDGEWAY-4 
1076  W  TAYLOR 
7021  RIDGE  #3F 
1344  W  ESTES 
818  S  WOLCOTT-806B 
513  WALNUT  #  13 
818  S  WOLCOTT 


1900  W  POLK  ST  CHICAGO  ILL 
4848  N  WINTHROP  CHICAGO  ILL 
921  GARFIELD        OAK  PARK  ILL   60304 


CITY  £  STATE 

ZIP  CD 

PHONE 

CHICAGO 

ILL 

60612 

66  3-8105 

CHICAGO 

ILL 

60612 

633-8329 

CHICAGO 

ILL 

CHICAGO 

ILL 

60612 

226-0637 

CHICAGO 

ILL 

60612 

633-8330 

CHICAGO 

ILL 

736-2469 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

60626 

761-4074 

SPRINGFIELD  I 

LL 

546-8759 

ROCKFORD  ILL 

964-6691 

CHICAGO 

ILL 

642-0074 

CHICAGO 

ILL 

60612 

633-8331 

CHICAGO 

ILL 

421-5714 

JOLIET  ILL 

726-8361 

CHICAGO 

ILL 

60612 

BERWYN  1 

ILL 

788-0728 

BEPWYN  1 

[LL 

60402 

788-2047 

ALSIP  ILL 

60658 

597-1156 

CHICAGO 

ILL 

243-7927 

CHICAGO 

ILL 

973-5616 

CHICAGO 

ILL 

60626 

973-0685 

CHICAGO 

ILL 

60612 

MAYWOOD 

ILL 

60153 

345-0612 

CHICAGO 

ILL 

60612 

663-8403 

633-8455 


NAME  COLL, 

CHAPMAN  KFNDRA  LYNN  N3 

CHEN  EVELYN  REI  YIN  G8 

♦CHEN    GRACE    TSAI-YUN  GS 

*CHEN    JUDY    SHIEH  G8 

CHEN    MARGARET  PI 

CHEN    RUSSEL     RHFI-I  G8 

CHEN    SOW-YEH  G8 

CHENG    JUDY    CHUAN-MEI  G8 

CHENG    LESLIE    K  P4 

♦CHESNUT    JON    C  G8 

CHEUNG    SI-MAN  G7 

CHIAMPAS    CONSTANCE  N2 

♦CHIAO    DICKY    JEN    WEI  G8 

♦CHIAO    MARIE    T    T  G8 

CHIDECKEL    ELLIOTT  8 

CHIKARAISHI     BEN    TODD  D3 

CHILIS    THOMAS    JAMES  M3 

CHIU    KENNETH  G7 

CHMELIK    FRANK  8 

+CHOCHOLA    RONALD  8 

CHOI    SHUI    CHEUNG  P2 

CHOI    TAT    KUEN  8 

CHOW    PHILIP  G7 

CHOWDHURY    LOKENDRA  8 

CHRISMAN    JAY    WESLEY  Dl 

CHRISTOFERSEN    LOIS    M  N3 

♦CHRISTOPOULOS    GEORGE  G8 

♦CHU    BANG    LING   WU  G8 


STREFT    AODRFSS 
818    S    WOLCOTT     » M ^ 
318    S    WOLCOTT     #307 
829    S    MARSHFIELD 
1040    W    HOLLYWOOD 
1900    W    POLK    #1332 
818    S    WOLCOTT    AVE 
809    S    MARSHFIELD 
818    S    WOLCOTT     #511 
818    S    W0LC0TT-U3A 
5250    N    SHFRIDAN    RO 
1900    W    POLK    STREET 
10311    KIPLING    ST 
1926    W    HARRISON    ST 
1926    W    HARRISON    ST 


9208    N    CENTRAL  MORTON    GROVE        ILL  966-7592 

1651    N    NATCHEZ    AVE    CHICAGO    ILL  60635       637-4416 

320    W    24TH    ST  CHICAGO    ILL  CA5-9536 


818    S    WOLCOTT    #106  CHICAGO    ILL  60612  663-8322 

8J8    S    WOLCOTT     #816  CHICAGO    ILL  60612 

809    S    MARSHFIELD  CHICAGO    ILL  60612  243-6555 

1L5    ELGIN    AVE  FOREST    PK    ILL  60130 

818    S    WOLCOTT    #224  CHICAGO    ILL  60612  663-8108 

2010  N  NEWLAND  AVE  CHICAGO  ILL  60635  889-6389 

809  S  MARSHFIELD  CHICAGO  ILL  60612  243-6885 


CITY  G  STATE 

ZIP  CD 

PHONF 

CHICAGO 

ILL 

6061? 

66  3-8359 

CHICAGO 

ILL 

60612 

66  3-8353 

CHICAGO 

ILL 

60612 

666-9054 

CHICAGO 

ILL 

271-5226 

CHICAGO 

ILL 

60612 

633-8332 

CHICAGO 

ILL 

60612 

66  3-8169 

CHICAGO 

ILL 

60612 

421-0196 

CHICAGO 

ILL 

60612 

663-8387 

CHICAGO 

ILL 

60612 

66  3-3329 

CHICAGO 

ILL 

334-4907 

CHICAGO 

ILL 

60612 

WESTCHESTER  I 

LL 

345-5725 

CHICAGO 

ILL 

243-8560 

CHICAGO 

ILL 

243-8560 

NAME  COLL.  STREET  ADDRESS  CITY  £  STATE  ZIP  CD    PHONE 

CHULICK  ANTHONY  WAYN  D2  918  S  WOLCOTT  CHICAGO  ILL  60612   663-8282 

CHUNG  ELLIS  E  M4  1900  W  POLK  CHICAGO  ILL  60612   633-8215 

♦CIBULL  MICHAEL  LFF  M2  621  S  MAPLE  #305  OAK  PARK  ILL  848-5934 

CIERNIAK  JEROME  A  PI  8578  CLIFTON  AVE  NILES  ILL  60648   825-0445 

CIESLA  MITCHELL  ANDR  P3  2310  S  CALIFORNIA  CHICAGO  ILL  60608   521-1487 

CIPOLLF  ROBFRT  J  PI  900  ONEIDA  ST  JOLIET  ILL  722-7134 

*CISCO  JAMES  ALLFN  M2  606  SHERIDAN  RD  EVANSTON  ILL  60202   491-6476 

CISLAK  KAREN  M  N2  819  S  WOLCOTT-310  CHICAGO  ILL  60612 

*CL4RFELD  RICHARD  8  Ml  1104  N  HARLEM  »2  RIVER  FOREST  ILL     771-5525 

CLARK  DENNIS  LARRY  M3  9828  N  GLENDALE  LA  NILES  ILL  60648   967-9766 

CLARK  DOUGLAS  LEE  PI  918  S  WOLCOTT  CHICAGO  ILL  60612 

CLARK  MARTHA  JANE  N3  1116  WASHINGTON  OAK  PARK  ILL  60302 

CLARK  STEVEN  GLENN  M2  709  W  DIVERSEY  CHICAGO  ILL  348-7705 

CLAUSEN  LORRAINF  A  N2  3915  W  83  ST  CHICAGO  ILL  RE5-3930 

*CLAXTON  JOHN  PAUL  D3  533  DESPLAINES  «4B  FOREST  PARK  I  LL      771-9546 

CLEMENS  JOHN  CHAS  P4  1023  N  LOGAN  DANVILLE  ILL  61832   442-0299 

CLEMENTZ  GREGORY  L  Ml  818  S  W0LC0TT-405  CHICAGO  ILL  60612 

^CLEVELAND  ROSANNE  0  M2  646  N  MAIN  NAPERVILLE  IL  L       355-8139 

CLIFFORD  MICHAEL  EUG  M2  940  S  LOOMIS  CHICAGO  ILL  421-0298 

*CLUTTS  DAVID  DANIEL  M2  5409  ST  CHARLES  RD  BERKELEY  ILL  544-3622 

*CODY  KAY  E  N4  9412  S  BENNETT  CHICAGO  ILL  60617   374-2934 

COE  PETER  8 

*COGAN  JOHN  JOSEPH  JR  M3  1165  N  MILWAUKEE  CHICAGO  ILL  60622   342-2371 

COGAN  NADINE  G  DAI  8414  CRAWFORO  SKOKIE  ILL  677-9416 

♦COGEN  FREDERICK  C  R 

COHAN  SUSAN  M  PI  803  BALDWIN  »    209  WAUKEGAN  ILL  623-6099 

COHEN  HOWARD  STEPHEN  M2  823  S  CLAREMONT  CHICAGO  ILL  226-3310 

COHEN  IRA  ALAN  P2  5220  OAKTON  #  402  SKOKIE  ILL  60076   677-8876 


NAME  COLL. 

♦COHEN    KENNETH    LEE  M4 

CGHFN    RHONNA    LYNN  03 

COHEN    RICHARD    SCHLEY  M2 

♦  COHN    BARBARA    ANN  01 
COHN    OELILAH    RACHEL  MA4 

♦  COHN    HARRIETT    GENE    R  G7 
♦COHN    LAWRENCE  M4 

COHN    RONALD    JAY  M2 

COHODES    TED    E  P4 

COLBURN    BARBARA    M  DAI 

COLDING    NARVEL    L  N2 

COLLEN    LELAND    H  P3 

COLLEN    RONALD    C  D4 

COLLINS     EDWARD    J  M4 

CCLLINS    HENRIETTA  N4 

COMPANIO    SHIRLEY    A  G7 

CONFORTI    VINCENT    L  D3 

CONIBEAR    SHIRLEY    ANN  M2 

CONLEY    BETH    ANN  PI 

CONLON    PATRICIA    ANN  0T4 

♦CONNELL    SUSAN    H  N4 

CONNELLY    TIMOTHY    LEE  Ml 

♦CONRAD    CARL    BRUCE  03 

CONVERY    PAUL    BFRNARD  Ml 

♦CONWAY    CONNIE    HOGAN  P4 

♦CONWAY    DEAN    M  P4 

CONWAY    JAMES    DONALD  M3 

COOK    DAVID    MICHAEL  Dl 


STREET    ADDRESS 
502    ROSCOF     #1S 
8035    LYONS 
1316    W    LEXINGTON 
750    S    WOLCOTT 
818    S    WOLCOTT 
3001    KING    DR     #410 
3001    KING    DR    #410 
19    W    HARRISON 
9621    S    BRENNAN 
818    S    WOLCOTT 
1900    W    POLK-1341 
3140    W    JEROME    ST 

817  S    LAFLIN 
5800    S    STONY    IS 
1017    S    13TH    AVE 
6116    S    TROY    ST 

818  S    WOLCOTT-117 
3111    N    SHEFFIELD 
228    PARK 

818    S    WOLCOTT 
567    N    PINE    AVE 
7745    W    ADAMS 
716    S    ASHLAND 
818    S    WOLCOTT 
5312    W    35TH    ST 
5312    W    35TH    ST 
5800    STONY    ISLAND 
818    S    WOLCOTT-425 


CITY  t  STATE 

zip  cn 

PHONE 

CHICAGO 

ILL 

578-0199 

NILES  ILL 

965-4943 

CHICAGO 

ILL 

733-4389 

CHICAGO 

ILL 

60606 

633-8340 

CHICAGO 

ILL 

66  3-8377 

CHICAGO 

ILL 

326-5542 

CHICAGO 

ILL 

326-5542 

OAK  PARK  ILL 

848-0235 

CHICAGO 

ILL 

60617 

731-5830 

CHICAGO 

ILL 

60612 

663-7706 

CHICAGO 

ILL 

60612 

66  3-1341 

CHICAGO 

ILL 

60645 

465-0371 

CHICAGO 

ILL 

829-0179 

CHICAGO 

ILL 

60637 

Ml  3-9200 

MAYWOOO 

ILL 

343-8745 

CHICAGO 

ILL 

60629 

434-5681 

CHICAGO 

ILL 

60612 

66  3-8333 

CHICAGO 

ILL 

528-6498 

GLEN  ELLYN  IL 

L 

469-8929 

CHICAGO 

ILL 

60612 

663-8142 

CHICAGO 

ILL 

60644 

626-8358 

FOREST  PK  ILL 

60130 

CHICAGO 

ILL 

HA1-9346 

CHICAGO 

ILL 

60612 

663-8229 

CICERO  ILL 

86  3-7843 

CICERO  1 

ILL 

86  3-7843 

CHICAGO 

ILL 

CHICAGO 

ILL 

60612 

66  3-8182 

NAME  COLL. 

♦COOK  TERENCE  A  03 

COON  JOHN  JOSEPH  M3 

CORCORAN  DENNIS  M4 

♦CORLEY  KEVIN  PATRICK  M3 

CORNELL  ROBERT  P  G8 

CORNIELSEN  ERNST  ADO  D3 

COROUTHERS  MABEL  ANN  M2 

CORRIGAN  SHEILA  M  N2 

COTTINGHAM  DEBRA  K  DAI 

COTTON  ROBERT  ALLEN  P4 

COTTRELL  RICHARD  D  Dl 

COUGHLIN  DENNIS  8 

COULSON  LEWIS  RUSSEL  8 

COURTNAGE  SUSAN  L  Ml 

COURTNEY  BARRY  GORDO  P2 

♦COVELLI  HENRY  DOMINI  M3 

COX  WILLARD  B  Dl 

*CRAIG  RICHARD  ALLEN  D3 

♦CRAIN  WILLIAM  8 

♦CRAM  RICHARD  8 

CRANE  KENNETH  PAUL  M3 

CRANE  PAUL  M3 

♦CRAVENS  JAMES  G  8 

♦CRAWFORD  JOHN  G  I 

CRIVOLIO  AUGUST  8 

CROISSANT  CAROL  JEAN  N3 

CRONKHITE  JOHN  IRVIN  M3 

CROSSLEY  ERNESTINE  N2 


STREET  ADDRESS 
1010  S  SECOND 
850  S  LOOMIS 
818  W  MOSS  #D3 
1341  S  59TH  AVE 
822  S  MILLER  ST 
702  S  MARSHFIELD 
1900  W  POLK-1226 
1900  W  POLK-1363 
818  S  WOLCOTT 
630  W  WAVELANO-1-A 
818  S  W0LC0TT-403 


CITY  I    STATE 
MAYWOOD  ILL 
CHICAGO  ILL 
PEORIA  ILL 
CICERO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


818  S  WOLCOTT-229   CHICAGO  ILL 
818  S  W0LC0TT-631S  CHICAGO  ILL 
414  N  TAYLOR         OAK  PARK  ILL 
716  S  ASHLAND  AVE   CHICAGO  ILL 
436  S  EUCLID        OAK  PARK  ILL 


1255  W  WESTGATE 
8429  S  HONORE 


CHICAGO  ILL 
CHICAGO  ILL 


801  S  LOMBARD  AVE   OAK  PARK  ILL 

1116  WASHINGTON     OAK  PARK  ILL 
818  S  W0LC0TT-U6B  CHICAGO  ILL 
5616  S  KING  DR      CHICAGO  ILL 


ZIP  CD    PHONE 
345-2664 
243-6290 
673-3599 
60650 

243-2208 

829-9883 

60612   633-8226 

60612   633-8363 

60612   663-7706 

60612 


60612       663-8113 

60612       663-8252 

848-0957 


383-7205 


666-6532 
BE8-2703 

848-5010 

60302 

60612   663-8332 
36  3-00  20 


NAME              COLL.  STRFFT  ADDRESS     CITY  I     STATF  ZIP  CH  PHONF 

CRUMPTON  SUSAN  I  N2  1900  W  POLK-1364    CHICAGO  ILL  6061?  633-8364 

CUOA  ELIZABETH  J  P3  1315  EAST  ST        CRETE  ILL  60417  672-6289 

CUKIERSKI  PATRICIA  N4  814  N  ?2N0  AVE      MELROSE  PARK  ILL  344-0884 

CULBERSON  CHARLES  G  Ml  818  S  W0LC0TT-426   CHICAGO  ILL  60612 

CULLEN  PATRICIA  R  G8  3829  N  RICHMONO  ST  CHICAGO  ILL  60618  IRO-7855 

CULLEN  PHILIP  JOSEPH  02  818  S  W0LC0TT-609A  CHICAGO  ILL  60612  663-8232 

♦CULLINAN  STEPHEN  AUS  M3  1510  N  HARLEM  #?S   RIVER  FOREST  ILL  771-5922 

CUMBFRLIN  RICHARD  L  Ml  14326  S  ORFXFL      DOL TON  ILL  60419  841-5409 

♦CUMMINGS  JOSEPH  HENR  M2  3116  W  43RD  ST      CHICAGO  ILL  847-2203 

CURLEY  JEAN  MARIE  G7  818  S  W0LC0TT-203A  CHICAGO  ILL  60612  663-8126 

*CURRIE  CLARENCF  C  JR  Ml  6049  S  CHAMPLAIN    CHICAGO  ILL  60637  PL2-8621 

CURRIE  LAVERNE  A  Ml  818  S  WOLCOTT       CHICAGO  ILL  60612  663-8216 

CURRIE  ROBERT  EDWARD  Ml  818  S  WOLCOTT-803   CHICAGO  ILL  60612 

CURRIER  BRADLEY  EUGE  M2  818  S  WOLCOTT-218   CHICAGO  ILL  60612  663-8349 

*CURRY  ELLA  ADAMS  G7  172  ASH              PARK  FOREST  I  LL  748-0241 

CUSACK  WILLIAM  EOWAR  D2  818  S  WOLCOTT       CHICAGO  ILL  60612  663-8284 

CUSICK  JOSEPH  F  8 

♦CZOCHER  LESTER  STEVE  P2  4221  N.  LOCKWOOO    CHICAGO,  ILL. 

DABISCH  ELAINE  M  N4  818  S  WOLCOTT-226   CHICAGO  ILL  60612  663-8110 

DAGGETT  ROBERT  B  Ml  818  S  WOLCOTT-524   CHICAGO  ILL  60612 

DAHL  MILTON  JAMES  G8  743  N  RUSH  ST       CHICAGO  ILL  60611  751-2581 

DAILY  MARK  JOHNSON  M2  818  S  W0LC0TT-417S  CHICAGO  ILL  60612 

♦DALE  WILLIAM  HARRY  P4  }836  W  CHICAGO  AVE  CHICAGO  ILL  60651 

DALRYMPLE  DEBORAH  L  N2  8740  EMERSON  DR     DES  PLAINES  I  LL  824-1712 

*DAM  WILLIAM  C  M4  358  S  LOTUS         CHICAGO  ILL  60644  379-3854 

DAMAS  JOHN  M  D2  818  S  WOLCOTT       CHICAGO  ILL  60612  663-8281 

DANCY  BARBARA  L  G7  1900  W  POLK  #  1109  CHICAGO  ILL  633-8109 

DANIELS  MARSHA  LOUIS  N3  818  S  WOLCOTT       CHICAGO  ILL  60612 


NAME  COLL, 

OANIFLSCN    JOHN    R  G8 

*DANCN    JOSEPH  G8 

DARUWALA    ASPI     B  G8 

DASTYCH    THEODORE    EDW  M2 

DAU    FARL     ARTHUR  <>3 

DAUB    CRAIG    C  Dl 

DAUGHFRTY    DWIGHT    R  02 

OAVIO    LARRY     MARK  P4 

DAVIS     ALVIN  4 

:>AVIS    CAVIO    STANLEY  Mi 

DAVIS     ERNEST     EDMUNO  Ml 

DAVIS    MARQELl  G? 

DAVIS     PAUL     DOUGLAS  02 

DAV  IS    ROSALIE    J  N2 

DAV IS    STERLING    W  PI 

OAWDY    THOMAS    DANIFL  M2 

DAWKINS    VIVIFNNF  N4 

DAY    MICHAEL     THOMAS  Ml 

*DAYRIT    CARLOS    JR  8 

DFAM    DONALD    RANDALL  P4 

*DFAN    CRAIG    WILLIAM  G7 

DEBARI     MICHAEL  P2 

♦DEBORO    JAMES    ROBERT  Ml 

DFCCOK     ROGER     E  MA 

DEFRIES    EILEEN    SHARO  N3 

DEGENEFF    JUNE    ELLFN  G8 

*DEG10VANNI     JOHN    ANTH  M3 

DEISSINGER    JOYCF    E  M2 


STREET    ADDRESS  CITY    £    STATE  ZIP    CD  PHONF 

818    S    WOLCOTT  CHICAGO    ILL  60612      663-3552 

338    WISCONSIN    AVE  OAK    PARK    ILL  383-7498 

7214    PARK    AVE  SUMMIT    ILL  60501       458-9110 

818    S    WOLCOTT  CHICAGO    ILL  60612       663-8338 

5234    WOODLAND  WESTERN    SPRIN  GS    IL       246-3275 

818    S    W0LC0TT-424  CHICAGO    ILL  60612       663-8181 

B18    S    WOLCOTT    #115  CHICAGO    ILL  60612       663-8331 

630-1A    W    WAVELAND  CHICAGO    ILL 

724    S    ASHLAND  CHICAGO     ILL  60607       SE3-9258 

7745    ADAMS  FOREST    PK    ILL  60130 

6708    S    CONSTANCE  CHICAGO    ILL  955-0069 

122    N    MENARD    #1B  CHICAGO    ILL  378-8354 

818    S    WOLCOTT-305A  CHICAGO    ILL  60612       663-8133 

6908    N    MINNETONKA  CHICAGO    ILL  60646       631-7220 

630    S    AUSTIN    BLVD  OAK    PARK    ILL  60304       386-0181 

15831    VINE    AVE  HARVEY    ILL  60426       333-9045 

818    S    W0LC0TT-415A  CHICAGO    ILL  60612       663-8172 

2223    W    109    ST  CHICAGO    ILL  PR9-1792 

3625    N    PAGE  CHICAGO    ILL  589-0R95 

4207    W    KAMERLING  CHICAGO    ILL  DI2-0414 

23    BERGMANN    CT    #14  FOREST    PK    ILL  60130       771-8125 

5028    N    CENTRAL    PK  CHICAGO    ILL  267-1267 

818    S    WOLCOTT    #310  CHICAGO    ILL 

818    S    WOLCOTT  CHICAGO    ILL  60612       663-8389 

927    S    WESLEY  OAK    PARK    ILL 

550    W    SURF    #1C  CHICAGO    ILL  327-4017 


NAME  COLL 

DELOOMY  BAH1A  SALMAN   G8 
OEMBSKl  FRANCES  MAR  I   P3 

♦DEMEIS  VINCENT  P        PI 
DEMMA  FRANK  JOSEPH 
DENARDO  JOHN  JOSEPH 
DENENBURG  ISMAEL  B 

♦DENKER  MERLE  JOHN 

♦OESAI  VIRENDRA 

♦DESMOND  LYN  S 
DESTEFANO  MICHAEL 
DETARNOWSKY  GEORGE  0   G7 
DETOFFOL I  MARIA  8 

DETTMER  MARTIN  A 
DEUPREE  SALLY  HUNT 

*DEUTSCH  JACQUELINE 

*DEVDHAR  PRABHAKAR  B 
DICKENS  D  LINDA 
DICKLER  NEAL  STEVEN 

♦DIDDIE  PAMELA  JANE 
DILES  JACKIE  DUANE 

♦DINZEY  MARINA 

*DIORIO  ANTHONY  J 

*DIRMISH  ROBERT 

♦DISAYAVANISH  C 
DIX  PATRICIA  MARY 

*DIXON  MARGUERITE 

♦DIXSON  MICHAEL  DEAN 
DOANE  PATRICIA  A 


Ml 
PA 

M2 
8 
8 

N4 
4 


DA 
N3 
G7 
G8 
P5 
M2 
G7 
M2 
N4 
P4 
8 
G7 
M3 
G7 
M3 
N2 


,  STREET  ADDRESS 
1064  GAGE 
2856  N  HAMLIN 
12357  S  ASHLAND 
818  S  WOLCOTT-635 
8211  W  ADDISON 
818  S  WOLCOTT 


513  W  136TH  PL 
1926  W  HARRISON 
2936  IROQUOIS  RD 

831  S  LAFLIN 

818  S  WOLCOTT 

6307  WINTHROP  AVE 

909  S  MARSHFIELD 

840  S  WOOD  ST 

4601  N  DRAKE 

7701  S  SHORE  DR-9C 

847  S  LYMAN 

809  S  MARSHFIELD 

6733  SO  HONORE 

833  S  MARSHFIELD 
2910  LOGAN  BLVD 
809  S  MARSHFIELD 
50  6INC0LN 
818  S  W0LC0TT-617 


CITY  t  STATE  ZIP  CD  PHONF 

WINNFTKA  ILL  60093  446-7360 

CHICAGO  ILL  60618  CA7-506? 

CALUMET  PK  IL  L  389-7092 

CHICAGO  ILL  60612 

CHICAGO  ILL  60634  625-9568 

CHICAGO  ILL  60612  663-8209 


RIVERDALE  ILL  60627   841-1232 
CHICAGO  ILL  666-8528 

WILMETTE  ILL  256-1166 


CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 
OAK  PARK  ILL 

CHICAGO  ILL 

CHICAGO  ILL 


226-0933 
60612       663-8147 

262-9150 
60612   829-7678 

733-9397 

KE9-5961 
60649   375-1429 

829-1288 
778-7016 


CHICAGO  ILL    60612  421-1883 

CHICAGO  ILL    60647  499-7142 

CHICAGO  ILL    60612  733-2579 

RIVERSIDE  ILL  447-8307 

CHICAGO  ILL    60612  663-8408 


NAME  COLL, 

DOANE  STEPHEN  H  M2 
D03RIN  WILLIAM  G       04 

♦COEDENS  DAVIH  JAMES    G8 
OOETCH  TROY  M  M3 

OOLAN  MARGARET  MARIE  M2 
DDL  IN  BEN  JEFFREY  M3 
OOL  IN  JOEL  M  Dl 

DOMANSKIS  FDWARQ  J  M4 
DONOVAN  MICHAEL  EOWA  P2 
DONS  ROBERT  FREDERIC   M? 

*0OPP  ALAN  C  8 

DORWAY  DAVID  DIXON 

*DOSIK  GARY 

♦DOWNS  MARSHALL  E 
ORAGO  JOSEPH 
DRAGON  LEON 
DRALLF  WILLIAM  M 
DPAMMIS  JOHN 
DRELL  MARTIN  JAY 
OREYER  THOMAS  MORGAN   M3 
DRURY  GERALD  IRWIN     03 

*ORUZ  WALTER  STANLEY 
DUDA  FRANCIS  J 
OUDZINSKI  EUGENE  P 
DUEZ  AUGUST  WALTER 
DUFFFK  DAN  C 
DUKES  (CATHERINE  M 
DUMKE  ROGER  E 


STREET  ADDRESS     CITY  L    STATE 

471  S  ELMWOOD  OAK  PARK  ILL 

7040  W  HOOD  CHICAGO  ILL 

624  OAKTON  ST  EVANSTON  ILL 
6700  S  CRANDON  #6C  CHICAGO  ILL 

748  S  OAKLEY  CHICAGO  ILL 

1519  W  FARWELL  CHICAGO  ILL 


2654  W  RASCHER 
8415  W  119TH  ST 
BOX  661 
818  S  WOLCOTT 


CHICAGO  ILL 
PALOS  PK  ILL 
ELBURN  ILL 
CHICAGO  ILL 


M3 

M4 

P4 

M3 

4 

8 

8 

Ml 


G8 

M4 
PI 

P  3 

?3 
N? 
M4 


818  S  WOLCOTT  #718  CHICAGO  ILL 

1645  W  PRATT        CHICAGO  ILL 

22  S  MAYFIELD  AVE   CHICAGO  ILL 

1230  W  FLOURNOY     CHICAGO  ILL 

7031  N  SHERIDAN  RD  CHICAGO  ILL 


ZIP  CD    PHpNE 

60302 

761-5365 
66  3-7638 

60649   643-6097 

60612 

761-3698 
275-5680 

60464   448-7472 

60119   365-6373 

60612   66  3-8344 

60612  663-8271 
338-1531 
626-9412 
243-4058 
274-3359 


818  S  WOLCOTT       CHICAGO  ILL  60612 

1251  WESTGATE  TERR  CHICAGO  ILL  666-1515 

14  N  MENARD         CHICAGO  ILL  287-7780 

3516  ADAMS  RD       OAK  BROOK  ILL  654-3336 


5710  N  MASON  AVE  CHICAGO  ILL 

1202  ROYAL  PEKIN  ILL 

8043  SALISBURY  LYONS  ILL 

318  S  WOLCOTT-329  CHICAGO  ILL 

724  S  ASHLAND  CHICAGO  ILL 


631-4972 
61554   346-5275 

HI7-4666 
60612       663-8154 

733-9258 


NAME  COLL 

♦DUNLAP  ROBERT  MARSH  03 

♦DUNN  FRFORICK  L  Ml 

nuPRE  JAMES  FREDERIC  M3 

♦DURADES  JOAQUIN  L  Ml 

DURBAK  MARIE  JFANNE  P2 

*OWYER  DONALD  8 

DYRDA  JUDITH  MAR  IE  N3 

OZIUROZIK  RICHARD  F  Dl 

EADIE  MARTHA  JANE  PI 

EANDI  MICHAEL  4 

EARNEST  WAYNE  ROGER  G8 

EASTFRBERG  SUSAN  4 

EATON  JANET  C  DAI 

*EBRIGHT  JOHN  M4 

♦ECHOLS  HARVEY  L  G8 

*EOELSON  SHELDON  LEE  M2 

EDGE  RUTH  A  N4 

♦EDICIN  DEBORAH  V  Ml 

♦  EDIL  BERRIN  I  P5 
*EDMISTON  GLENN  FRED  D3 
*EDMONS  THOMAS  L  PI 
♦EDWARDS  JAMES  FREDER  M2 

♦  EDWARDS  LINDA  K  G7 
EOW.ARDS  ROBERT  P  Ml 
EFT  JUDITH  GAIL  MT4 

♦EGAN  RICHARD  STEPHEN  G8 

EHRENSAFT  DANIEL  M4 

EHRLICH  BRIAN  S  Ml 


,  STREET  ADDRESS 
533  DESPLAINFS 
930  W  WINONA  #509 
4831  W  WELLINGTON 
401  EAST  32ND  CT 
2239  W  WALTON 

818  S  WOLCOTT-310 
900  N  DAMEN  AVF 
818  S  WOLCOTT 
1926  W  HARRISON 
6506  S  CALIFORNIA 
2152  PIONEER  RD 
317  OSAGE  LANE 
538  DES  PLAINES 
821?  S  KENWOOD  AVE 
3526  N  BROADWAY 
7710  EASTLAKE  TERR 
1450  F  55TH  PL 
924  NEWPORT  AVE 
10648  AVE  B 
5067  N  DAMEN 
2835  N  CAMBRIDGE 
17111  OAKWOOD 
4445  PALMA  PL 
818  S  WOLCOTT-412 
108  N  SHADDLE  AVE 
7426  KENNETH 
630  WAVELAND  #    4F 


CITY  6  STATE  ZIP  CD    PHONF 

FOREST  PARK  I  LL      363-3479 

CHICAGO  ILL  60640   778-5171 
CHICAGO  ILL  282-2433 

CHICAGO  ILL  842-1531 

CHICAGO  ILL  60622   4R6-8576 


CHICAGO 

ILL 

60612 

66  3- 

-8356 

CHICAGO 

ILL 

60622 

2  76- 

-6738 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

60612 

421- 

-1976 

CHICAGO 

ILL 

PR8- 

-5667 

FVANSTON  ILL 

60201 

NAPERVILLE  IL 

L 

357-0169 

FOREST  PK  ILL 

771- 

-8147 

CHICAGO 

ILL 

60619 

375- 

-6766 

CHICAGO 

ILL 

549- 

-3439 

CHICAGO 

ILL 

60626 

973- 

-79  87 

CHICAGO 

ILL 

60637 

36  3- 

-4982 

CHICAGO 

ILL 

60657 

935- 

-9625 

CHICAGO 

ILL 

375-7812 

CHICAGO 

ILL 

60640 

271- 

-4123 

CHICAGO 

ILL 

60657 

929- 

-3297 

LANSING 

ILL 

474- 

-8142 

SKOKIE  ! 

ILL 

60076 

0R5- 

-8770 

CHICAGO 

ILL 

60612 

66  3- 

-8373 

MUNDELEIN  ILL 

60060 

566- 

-0893 

SKOKIE 

ILL 

673- 

-0992 

CHICAGO 

ILL 

935-7315 

NAMF  COLL 

EHRMAN    HOWARD  1 

♦FICHSTAFOT    JOHN    J3SE  P2 

EISELE    OIANE     8RANOT  N3 

EISFNSTAEDT     RICHARD  M2 

♦EISENSTEIN    MAYER  M3 

FLLIS    JEFFREY    WARREN  M2 

ELLIS    JOHN    RICHARD  D3 

ELLIS    RICHARO  M4 

♦  ENAT  RAFAEL  8 
ENGELBRECHT  BARBARA  N2 
ENGFLMANN  DENNIS  LEE  D2 
ENGLER  DENNIS  WAYNE  D2 
ENGLER  TED  L  PI 
ENGLESON    RICHAPD    B  04 

♦ENGLISH    ARTHUR    W  G7 

ERICKSON    SUSAN    K  N2 

*ERICSON    ERIC    STEFFEN  M3 

ERIKSEN    ROY    HAROLD  M3 

♦  ERVE  PFTFR  R  G8 
FSGAR  JAMES  RUSSELL  P4 
ESTFS    GLEN    BRUCE  M3 

♦EVANGEL ISTA    JOSF    L  B 

EVANS    FLORENCE    G  DAI 

EVANS    JOHN    PAUL  PI 

♦EVANS    KENNETH    J  D4 

EVANS    PATRICIA    JEAN  M2 

♦EVANS    THELMA    MATHIS  8 

♦EVASKUS     OAVID    S  G7 


769-2746 
60612       663-8397 

588-1211 
60612       829-9487 

379-2555 

448-7936 


STREET    ADDRESS  CITY    £    STATE       ZIP    CD         PHONE 

2110    N    SHEFFIELD  CHICAGO    ILL  60614 

1024    CATALPA  CHICAGO    ILL 

818    S    WOLCOTT-606W  CHICAGO    ILL 

3520    W    CARMEN  CHICAGO    ILL 

1926    W    HARRISON  CHICAGO    ILL 

145    N    AUSTIN    BLVD  CHICAGO    ILL 

11728    HIGHWOOD    DR  PALOS    PARK    IL    L 

903    W    21ST    ST  MELROSE    PK    IL    L 


818    S    WOLCOTT-230 
506    E    UNION    ST 
6134    N    ROCKWELL 
3757    W    147TH    PL 

817  S    LAFLIN 
4820    N    SAWYER 

318    S    WOLCOTT-303A 
5902    W    MIDWAY    PK 
6750    SO    CHAPPEL 
731    BITTERSWEET    PL 

818  S    WOLCOTT 
2638    N    SPAULDING 


17304    HOLMES                    HAZEL    CREST  I    LL  335-2201 

818    S    WOLCOTT-702      CHICAGO    ILL  60612  663-8258 

6150    S    ROCKWELL  CHICAGO    ILL  436-6364 

7110    N    SHERIDAN    RD    CHICAGO    ILL  60626  274-3253 


CHICAGO 

ILL 

60612 

66  3-8114 

EDWARDSVILLE 

ILL 

656- 

-5332 

CHICAGO 

ILL 

274- 

-1091 

MIDLOTHIAN  IL 

L 

CHICAGO 

ILL 

829- 

-0179 

CHICAGO 

ILL 

60625 

58  3- 

-5352 

CHICAGO 

ILL 

60612 

663- 

-8131 

CHICAGO 

ILL 

378-0803 

CHICAGO 

ILL 

CHICAGO 

ILL 

LI9- 

-0603 

CHICAGO 

ILL 

60612 

66  3- 

-8325 

CHICAGO 

ILL 

276- 

-7113 

2119    N    CLEVELAND         CHICAGO    ILL 


935-2007 


NAME  COLL. 

EVISON  LAURA  E  N? 

♦EVRARD  MARILYN  SMITH  P4 

♦EWALD  RICHARC  A  2 

♦EWELL  KIMBALL  FARL  M3 

EWTON  JOHN  HOUSTON  Ml 

EYLES  KITTY  N4 

♦EYTALIS  STEPHEN  J  Ml 

EYTCHESON  RONALD  B  Ml 

EZAKI  GLEN  LEWIS  P4 

FABRIQUE  KEITH  LEWIS  M3 

FAGEL  BRUCE  G  M3 

FAGEL  SORREL  8 

FAIERSON  RICHARD  ALA  D2 

FAIR  OAVID  BRIAN  D2 

♦  FALK  ARTHUR  J  G8 

♦FANER  RICHARD  MAC  D3 

♦FARKAS  JAMES  ROBERT  3 

*FARLANDER  WM  JEFFREY  P4 

FARLEY  PATRICK  C  M4 

♦FARMER  TERRY  RYAN  8 

FARNER  SUSAN  MARIE  MT4 

FARNSWORTH  DAVID  L  Ml 

FARNUM  JAMES  B  Ml 

FARRELL  JANICE  L  MR4 

♦FATHAUER  ALAN  W  PI 

♦FAUTH  GREGORY  LEE  D2 

FAVIA    MICHAEL  PI 

*FAY  PATRICIA  M  N2 


,  STRFFT  ADDRFSS 
5417  S  WOODLAWN 
1919  W  OGDEN 
10*5  LELAND  LANF 
3840  W  OGDEN 
818  S  WOLCOTT-422 

516  DESPLAINES 
105  E  158  ST 
4829  W  POTOMAC  AVE 
1448  W  POLK 
1926  W  HARRISON 

716  S  ASHLAND 
818  S  WOLC0TT-W210 
12443  FAIRVIEW  AVE 
4039  N  KEDVALE 

3817  SCOVILLE 
5800  STONY  ISLAND 

818  S  WOLCOTT-412 
4120  N  ASHLAND 
818  S  WOLCOTT-423 
1333  WENONAH  AVE 
2200  SHERMAN  #  A-l 
5226  POTAWATOMIE 
2005  N  75TH  AVE 
|19  S  WRIGHT 


CITY  L    STATF  l\o    CD  PHONF 

CHICAGO  ILL  60615  374-0402 

CHICAGO  ILL  243-7705 

OTTOWA  ILL  434-0264 

RROOKFIELD  IL  60513  485-9438 

CHICAGO  ILL  60612 

FORFST  PK  ILL  60130  771-5572 

HARVEY  ILL  331-3777 

CHICAGO  ILL  60651  ES8-0677 
CHICAGO  ILL 

CHICAGO  ILL  60612  829-9658 

CHICAGO  ILL  HAl-9346 

CHICAGO  ILL  60612 

BLUE  ISLAND  I  LL  389-1762 

CHICAGO  ILL  60641  282-5045 

BERWYN  ILL  60402  788-3379 

CHICAGO  ILL  60637  MI3-9200 

CHICAGO  ILL  60612  663-8373 

CHICAGO  ILL  60613  348-3659 

CHICAGO  ILL  60612  663-8081 

BERWYN  ILL  528-6475 

FVANSTON  ILL  491-6536 

CHICAGO  ILL  693-6456 

ELMWOOD  PARK  ILL  456-3165 

NAPERVILLE  IL  L  355-2796 


NAME 
FAYFAR  DAVID  ALAN 

♦FFDCSKY  ALLAN  L 
FEE  KEVIN  MICHAEL 

♦F Ft  GEN  LARRY  PHILIP 
FEINSERG  JAMES  S 
FELDMAN  BERNARD  J 
FELD.MAN  MICHAEL  L 

*FFL  IX  ANNETTE  W 

*PELIX     EDWARD    L 
FELLARS     RICHARD    B 
FELT    JAMES    VINCENT 
FELT    RICHARD    ALAN 
FFNG    KUO-CHUAN 
FFRDMAN    RICHARD    STEV 
FERGUSON    SALLY    J 

♦FERNANDEZ    ERL INDA    B 
FEUCHUK    LINDA    S 
FIELDING    CHERYL    L 
FIELDS    ROBERT    LEWIS 
FIKE    LISA    ALICE 
FILARDO    THOMAS    W 
FINA    JOHN    MICHAEL 

♦FINE    LOUIS 

♦FINK  RICHARD  BARTON 
FISCHER  JOAL 
FISCHER  LEE  ALAN 
FISHBEIN  MICHAEL 

♦FISHER  DAVID  E 


COLL. 

,  STREET  ADDRESS 

CITY  £  STATE 

ZIP  CO 

PHONE 

P  I 

318  S  WOLCG7T-63-) 

CHICAGO 

ILL 

6061? 

66  3- 82 56 

211  157TH  ST 

CALUMET 

CITY 

ILL 

862-1191 

02 

818  S  WOLCOTT 

CHICAGO 

ILL 

! 

663-8219 

P5 

33  E  DIVISION 

CHICAGO 

ILL 

Ml 
8 

424  W  MELROSE  ST 

CHICAGO 

ILL 

GR2-6969 

3535  LEE 

SKOKIE  ILL 

60076 

0R5-4991 

M2 

1926  W  HARRISON 

CHICAGO 

ILL 

60612 

666-8905 

M4 

1926  W  HARRISON 

CHICAGO 

ILL 

60612 

666-8905 

Ml 

1336  CATALPA 

CHICAGO 

ILL 

878-6120 

M2 

3811  ROSFMEAR 

BROOKFIELD  IL 

60513 

485-1670 

D3 

818  S  WOLCOTT 

CHICAGO 

ILL 

60612 

66  3-8343 

G8 

809  S  MARSHFIELD 

CHICAGO 

ILL 

666-7435 

D2 

618  S  WOLCOTT 

CHICAGO 

ILL 

66  3-8218 

MR4 

818  S  W0LC0TT-414 

CHICAGO 

ILL 

60612 

66  3-8375 

N4 

809  S  MARSHFIELD 

CHICAGO 

ILL 

60612 

829-3612 

N2 

818  S  WOLCOTT-225 

CHICAGO 

ILL 

60612 

PI 

818  S  WOLCOTT  #316 

CHICAGO 

ILL 

60612 

66  3-8362 

M2 

2556  COYLE 

CHICAGO 

ILL 

465-6768 

Pi 

1900  W  POLK-1369 

CHICAGO 

ILL 

60612 

633-8369 

M4 

312  W  WISCONSIN 

CHICAGO 

ILL 

60614 

337-2387 

P2 

9427  LAWRENCE  CT 

SCHILLER  PARK 

ILL 

628-4073 

2 

333  S  EAST 

OAK  PARK  ILL 

848-2600 

D3 

4633  BEAUBIEN  #82 

LISLE  ILL 

60532 

355-6516 

M3 

850  S  LOOMIS  #2 

CHICAGO 

ILL 

60607 

243-6290 

M3 

3001  M  L  KING  DR 

CHICAGO 

ILL 

791-1125 

4 

658  W  GORDON  TERR 

CHICAGO 

ILL 

60613 

8 

316  S  EUCLID  AVE 

OAK  PARK  ILL 

386-7731 

NAME  COLL.  STRFFT  ADDRESS  CITY  t  STATE  ZIP  CD    PHONF 

FISHER  JEROME  M  P4  6300  N  LAWNDALF  CHICAGO  ILL  C07-3079 

FISHFR  MARLFNF  R  N4  2727  N  PINE  GROVE  CHICAGO  ILL  291-5575 

*F[SHMAN  CLIVE  B  P4  6327  N  ALBANY  CHICAGO  ILL  60645   764-5330 

♦F ISHMAN  DAVID  LEON  fl 

•FISWHAN  GERALD  3 

FLA6CERT  PAMELA  N3  81B  S  WOLCOTT  #320  CHICAGO  ILL  60612   663-8145 

FLAHERTY  JOSEPH  M4  724  S  ASHLAND  CHICAGO  ILL  733-9559 

CLAS7.A  DENELLE  MARY  MR  4  2331  W  WALTON  ST  CHICAGO  ILL  60622   278-7009 

♦FLEMING  JAMES  R  D4  5012  W  25TH  PL  CICERO  ILL  652-6224 

FLICK  WILLIAM  G  Dl  818  S  WOLCOTT-827  CHICAGO  ILL  60612 

*CLICKER  STEVEN  LEE  D3  1060  W  HOLLYWOOD  CHICAGO  ILL  275-0773 

FLICKINGER  ANNE  P  N4  11  E  CHESTNUT  CHICAGO  ILL  751-0276 

FLIFSSER  MARGARET  L  N3  818  S  WOLCOTT-W512  CHICAGO  ILL  60612   663-8338 

FLOREK  KAREN  ROSF  MR4  1900  W  POLK  #1368  CHICAGO  ILL  60612 

FLORENCE  ROBERT  A  Ml  831  S  LAFLIN  CHICAGO  ILL  60607   226-0483 

FLORES  GLORIA  8 

♦FLOWFRS  RUTH  F  P4  3545  OAK  BPOOKFIELD  IL  L       485-6932 

FOERSTER  ROBIN  STUAR   M2  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8175 

FORD  DAVID  L  G8  822  S  MILLFR  CHICAGO  ILL  273-2208 

FOREMAN  SANFORD  W  P3  7200  N  RIDGE  AVE  CHICAGO  ILL  338-1278 

FORSBERG  MALCOLM  I  M4  213  N  CENTRAL  CHICAGO  ILL  60644   379-6786 

♦FORTMAN  MICHAEL  F  1  2244  N  CLEVELAND  CHICAGO  ILL  525-4262 

FOSSELMAN  MICHAEL  J  Dl  918  S  W0LC0TT-834  CHICAGO  ILL  60612   663-8319 

♦FOSSIER  CLARENCE  H  8 

FOT  IS  MICHAEL  A  PI  4909*  OZANAM  CHICAGO  ILL  GL7-0667 

*FOURCHER  LOUIS  8 

FOX  ALICE  MARIE  N4  5630  SHERIDAN  CHICAGO  ILL  728-4087 

♦FOX  CHARLES  SAMUEL  M2  730  S  LOOMIS  CHICAGO  ILL  421-5125 


NAME  COLL.  STREET  ADDRESS  CITY  f.  STATE  ZIP  CD    PHONE 

FRAENKEL  RONALD  STAN  M3  1117  W  DICKENS  CHICAGO  ILL            327-3820 

♦FRANCIS  DAVIC  A  8  7330  W  39TH  ST  LYONS  ILL              442-7065 

♦FRANK  EUGENE  MARTIN  G8  2515  W  JEROME  CHICAGO  ILL            274-4289 

FRANK  LYNN  HOKE  P3  818  S  WOLCOTT  #525  CHICAGO  ILL  60612   663-8214 

FRAZIER  JERRY  LEE  PI  318  S  WOLCOTT-703  CHICAGO  ILL  60612   663-8259 

♦FRAZIER  JOSEPH  IRVIN  D3  7638  JACKSON  8LVD  FOREST  PARK  I  LL      366-5195 

*FREE8URG  LANA  F  P4  6970  N  SHERIDAN  CHICAGO  ILL  60626   338-0795 

♦FREEBURG  QUENTIN  A  P4  6970  N  SHFRIDAN  RD  CHICAGO  ILL  60626   338-0795 

FREFD  GARY  WAYNE  P4  4743  CHURCH  SKOKIE  ILL             OR6-7540 

♦FREEMAN  ARNOLD  M  Dl  525  W  DEMING  «420  CHICAGO  ILL            348-3867 

♦FREEMAN  JULIAN  JAY  M3  1311  COLUMBIA  CHICAGO  ILL  60626   338-2821 

♦FREEMAN  STEPhENNIE  S  G8  1311  W  COLUMBIA  CHICAGO  ILL            333-2821 

FREITAS  JOAO  RAMOS  G3  809  S  MARSHFIELD  CHICAGO  ILL  60612   666-9085 

FREY  3ILLY  RAY  0T4  818  S  WOLCOTT  CHICAGO  ILL  60612 

♦FRIED  PFTER  OTTO  8 

♦FRIEDERICH  RONALD  L  M4  608  S  ASHLAND  CHICAGO  ILL            666-0248 

FRIEDERS  LAWRENCE  J  P4  724  S  OAKLEY  8LVD  CHICAGO  ILL 

FRIEDMAN  ALLAN  H  Ml  818  S  WOLCOTT  CHICAGO  ILL  60612 

♦FRIEDMAN  MICHAEL  M3  6800  N  CALIFORNIA  CHICAGO  ILL  60645   338-2792 

FRIEDMAN  ^HILLIP  4  6107  N  SACRAMENTO  CHICAGO  ILL            761-2412 

FRIEDMAN  YOCHANAN  R  G8  4850  N  CENTRAL  PK  CHICAGO  ILL  60625   588-7669 

♦FRISCH  GARY  HILL  PI  5710  N  ROCKWELL  CHICAGO  ILL            878-3391 

♦FRITCH  KENNETH  DEAN  03  911  S  LYMAN  AVE  OAK  PARK  ILL           848-3283 

FRJELICH  KENNETH  Ml  13242  EXCHANGE  AVE  CHICAGO  ILL            646-2443 

♦FROELICH  RITA  I  N5  5243  N  LATROBE  CHICAGO  ILL            777-3680 

FRY  MICHAEL  4 

♦FUCIK  ROBERT  F  8 

♦FUDACZ  LARRY  ALAN  P4  5755  S  WHIPPLE  CHICAGO  ILL            434-6119 


NAME  COLL. 

GELLER  STEVEN  CHARLE   M2 

GFLSEY  JON  EDWIN  8 

♦GEOCARIS  THOMAS  8 

GERARDO  LEOPOLOO  P8 

GERBER  MARK  K  M4 

GERGFL  JANET  L  N2 

GERSTEIN  KENNETH  A  D4 

♦GERSTEIN  MELVYN  A  8 

GERSTEN  MICHAEL  L  P3 

GERSTNER  JAMES  4 

GERSTUNG  APRIL  SUE  DA  1 

GETNERIS  LEONORA  T  P3 

GHANI  MOHAMMAD  8 

GHAZI  SAIDI  REZA  8 

GIANCOLA  CAROL  ANN  G8 

GIBA  THEODORE  M  P4 

♦GIBBONS  LINDA  JEAN  G8 

♦GIBSON  MARK  STEPHEN  M3 

GIEGERICH  CLARE  R  Ml 

♦GIFFORD  THOMAS  G  M2 

♦GILBERT  HUGH  C  8 

♦GILBERT  RICHARD  A  1 

♦GILFS  WILLIAM  S  JR  P3 

♦GILLESPIE  STEPHFN  B  D3 

GILLIS  BRUCE  STUART  Ml 

GILLIS  MARY  K  G8 

♦GILSON  IAN  HERMAN  Ml 

♦GIMBEL  JOSEPH  8 


STREET  ADDRESS     CITY  &  STATE 
714  S  MARSHFIELD    CHICAGO  ILL 


ZIP  CD    PHONE 
243-9115 


1023  S  HOYNE  CHICAGO  ILL 

818  S  WOLCOTT  #209  CHICAGO  ILL 

2148  W  ROSEMONT  CHICAGO  ILL 

2544  N  BURLING  CHICAGO  ILL 

318  S  WOLCOTT  CHICAGO  ILL 

2446  W  69TH  ST  CHICAGO  ILL 


9720  AVENUE  J  CHICAGO  ILL 

2521  S  CLARENCE  BERWYN  ILL 

7445  W  R00SEVELT-7  FOREST  PARK  I 

730  S  LOOMIS  CHICAGO  ILL 

818  S  WOLCOTT-725  CHICAGO  ILL 

4224  AMELIA  LYONS  ILL 

6119  N  HAMILTON  CHICAGO  ILL 

2901  S  KING  DR  CHICAGO  ILL 

9450  MAPLE  ROSEMONT  ILL 

818  S  WOLCOTT-427  CHICAGO  ILL 

1320  COLUMBIA  AVE  CHICAGO  ILL 

314  S  AUSTIN  BLVD  OAK  PARK  ILL 


666-5605 
60612  663-8119 
60645   761-6398 

528-3291 

60612   663-7706 
60629 


60617  SA1-8140 
60402  783-2521 
LL      771-5765 

426-5725 
60612 

447-6402 

465-6112 
60616   842-3326 

648-3138 
60612   663-8184 


386-5121 


NAME  COLL. 

♦GINSBURG  JORDAN  HOWA  MJ 

GDVINCO  JOHN  LEO  PI 

♦  GLAHFELTER  I RL  A  JR  1 

GLAESNFR  CRAIG  A  01 

GLAS  BEVERLY  C  G7 

♦GLASSEN8ERG  MYRON  M4 

GLASSENBERG  RAYMOND  Ml 

GLATZHOFER  TFRRY  L  PI 

♦GLENN  HORACF  L  Dl 

GLICK  NORRIS  4 

GLICK  PAUL  LEE  G7 

GLODOWSKI  MARY  ANN  G7 

*GOA  SANDRA  LEE  G7 

♦GOBEILLE  DAVID  MANNI  03 

♦GOKBUDAK  HELEN  B  N4 

GOLDBERG  DAVIDA  J  DA  1 

GOLDBERG  GARY  J  Ml 

GOLDBERG  LAWRENCE  HA  M2 

GOLDEN  IRWIN  8 

GOLDEN  JOEL  MA 

GOLDEN  MELVYN  A  Dl 

♦GCLDEN8ERG  R08FRT  A  8 

♦GOLOINGER  JAMES  M  G8 

♦GOLDMAN  JUDITH  G8 

GOLDSHER  MARK  ALLEN  P4 

GOLDSMITH  ROSLYN  J  N2 

♦GOLDSTEIN  BURTON  H  G7 

♦GOLDSTINE  HOWARD  R  M4 


STREET  ADORFSS 
3017  W  SUNNYSIDF 
318  S  WOLCOTT  «2il 
449  W  BELMONT  #1 
818  S  WOLCOTT-432 
12822  S  JUSTINE  ST 
2503  W  FARGO 
818  S  W0LC0TT-634 
6037  N  NAGLE 
9611  S  W  HWY 
1420  W  LEXINGTON 
2054  N  MOHAWK 
1120  N  LEAVITT  ST 
5151  N  TROY 
6337  DUNHAM  RD 
8119  LONG  AVE 
6629  N  CALIFORNIA 
2880  IDLEWOOD  LN 
1949  SEMINARY 


CITY  £  STATF   ZIP  CD 
CHICAGO  ILL 
CHICAGO  ILL    60612 
CHICAGO  ILL 
CHICAGO  ILL    60612 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL    60612 
CHICAGO  ILL 
OAK  LAWN  ILL 
CHICAGO  ILL    60607 
CHICAGO  ILL 
CHICAGO  ILL    60622 
CHICAGO  ILL 
OCWNERS  GR  IL  L 
SKOKIE  ILL 
CHICAGO  ILL 
HIGHLAND  PK  I  LL 
CHICAGO  ILL 


6304  N  SPRINGFIELD  CHICAGO  ILL 

818  S  WOLCOTT  CHICAGO  ILL    60612 

2318  S  59TH  CT  CHICAGO  ILL    60650 

3019  W  GRANVILLE  CHICAGO  ILL    60645 

25  WILMETTE  AVE  GLENVIEW  ILL 

818  S  WOLCOTT-233  CHICAGO  ILL    60612 

5100  N  MARINE  DR  CHICAGO  ILL  6  0640 

5400  N  SHERIDAN  CHICAGO  ILL 


PHONE 
463-7383 
66  3-8342 
DI8-2708 

388-0247 
262-4454 
66  3-82  55 
R03-6891 
499-1424 
226-5854 
337-3659 
292-5000 
267-6374 
969-4199 
674-5161 
R01-3242 
432-2796 
525-6649 

267-6987 
66  3-8319 

T03-3696 
338-2838 
724-0801 
663-8115 
728-0757 
769-2544 


NAME 

GONSIOR  ELAINE  C  8 

♦GOOOLOW  GEORGE  WILLI  M2 

GOODMAN  GARY  E  Ml 

GOODMAN  IRA  ROBERT  P3 

GOODMAN  MICHAEL  0  M4 

GOODMAN  MICHAEL  JEFF  M3 

GOODWIN  CHARLES  D  G7 

GORCZOWSKI  LAWRENCE  92 

GORDON  LANE  HERSHEY  P3 

GORDON  NEWTON  C  G7 

♦GORDON  0  T  JR  M2 

GORDON  ROCHELLE  DAI 

GORE  JERRY  P  M4 

GORECKI  BERNADETTE  P2 

GORMAN  THOMAS  HENRY  P2 

GORSKY  JERROLD  M  PA 

GORSKY  MARK  SANFORD  PI 

GORTMAN  DIANE  N2 

GORZO  JURAJ  A  G7 

GOTTBRATH  EMALEE  8 

♦GOTTLIEB  EMILY  A  M4 

♦GOTTLIEB  VIKTOR  M3 

GRABER  ALLEN  DEAN  PI 

♦GRABINER  FRED  S  Ml 

♦GRAHAM  ROBERT  OWEN  M2 

GRAHAM  STEPHEN  D2 

♦GRAHAM  STEPHEN  PATRI  M3 

GRAY  BECKY  JEAN  PI 


COLL .  STREET  ADDRESS 


CITY  L    STATE   ZIP  CD 


229  WASHINGTON 
3056  SO  MERRILL 
3907  GREENWOOD 
1825  N  LINCOLN 
1255  W  WESTGATE  TR 
630  S  HERMITAGF 
12421  S  THROOP  ST 
9222  MAJOR 
809  S  MARSHFIELD 
506  N  MONTICELLO 
6038  N  WASHTENAW 
5114  S  HARPER 
12519  S  THROOP  ST 
818  S  WOLCOTT-ilO 
4444  GRFENLEAF 
4444  GREENLEAF 
1900  W  POLK 
809  S  MARSHFIELD 


1062  W  TAYLOR       CHICAGO  ILL 
MEADOWOOD  RD        CRETE  ILL 
532  LEAMINGTON      WILMETTE  ILL 
4970  MARINE  DR-823  CHICAGO  ILL 
702  S  LAFLIN        CHICAGO  ILL 
500  SUNSET  RD       WINNETKA  ILL 
1618  W  COLUMBIA     CHICAGO  ILL 
818  S  WOLCOTT  #324  CHICAGO  ILL 


OAK  PARK  ILL 

383- 

-6091 

CHICAGO 

ILL 

soa- 

-3338 

SKOKIF  ILL 

60076 

679- 

-3628 

CHICAGO 

ILL 

60614 

94  3- 

-2065 

CHICAGO 

ILL 

666- 

-6532 

CHICAGO 

ILL 

60612 

942- 

-48  72 

CHICAGO 

ILL 

60643 

383- 

-3183 

MORTON  GROVE 

ILL 

966- 

-9850 

CHICAGO 

ILL 

60612 

421- 

-0362 

CHICAGO 

ILL 

265- 

-0176 

CHICAGO 

ILL 

H05- 

-6742 

CHICAGO 

ILL 

955- 

-0084 

CALUMET 

PARK 

ILL 

38  8- 

-5561 

CHICAGO 

ILL 

60612 

LINCOLNWOOD  I 

LL 

677- 

-1177 

LINCOLNWOOD  I 

LL 

674- 

-9406 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

60612 

733- 

-3666 

243-5569 
60417   672-5723 

251-0689 
60640   769-2328 

60093  446-3522 
60626  743-7755 
60612 


NAMh  COLL, 

GRAY  JONATHAN  LOOMIS  03 

GREAGER  JOHN  ALLISON  Ml 

GREELEY  DONALO  M4 

GREEN  BETH  N4 

GREEN  BETTY  N4 

GREEN  DELORIS  M  N4 

♦GREEN  SHIRLEY  L  N4 

GREENBERG  HOWARC  IRA  02 

*GREENBERG  MARK  M3 

*GREENBERG  MICHAEL  A  Ml 

GREENBURG  ROBERT  MA 

GREENE  CHRISTOPHER  M  Ml 

♦GREENMAN  RICHARD  8 

♦GREENMAN  STEVEN  BARR  M2 

♦GREENSTFIN  LEWIS  M4 

GREIFENSTEIN  WILLIAM  PI 

GRIDER    BRUCE    R  PI 

♦GRIFFIN  DENNIS  J  D4 

♦GRIFFIN  WILLIAM  R  M4 

♦  GRIFFITH  ROBERT  DALE  P3 


STREET  ADORESS  CITY  £.  STATE  ZIP  CP    PHONE 

716  S  ASHLAND  AVF  CHICAGO  ILL  421-9346 

2545  S  56  CT  CICERO  ILL 

124  N  MENARD  2B  CHICAGO  ILL  60644   626-0139 


2851  S  KING  #1706   CHICAGO  ILL 
2801  S  KING  #210    CHICAGO  ILL 
318  S  WOLCOTT 
35  W  HARRISON 
310  LATHROP 
608  S  ASHLAND 


60616  326-2566 

60616  326-5473 
CHICAGO  ILL    60612 

OAK  PARK  ILL  383-2960 

FOREST  PARK  I  LL  771-5464 

CHICAGO  ILL  666-0248 


2231  E  67TH  ST  #6C  CHICAGO  ILL    60649   955-0386 


♦GRIMES  MARILYN  L 
GRINBERG  MICHAEL  I 

♦GROSS  THOMAS  L 
GROTH  JANET  F 
GROVES  ANNE 
GROYA  ROBERT  J 
GRUNDY  HOWARD  OLIVER   Ml 
GRUNSTEN  ROBERT        M3 


1738  W  WALLEN 
2030  N  MOHAWK 
8614  S  HERMITAGE 
6209  S  MEAOE 
310  WHITTIER  AVE 
145  1/2  FOREST 
17031  ANTHONY 
82  BRIAR  ST 
4248  N  ALBANY 
2640  S  60TH  CT 


CHICAGO  ILL 

CHICAGO  ILL  751-2522 

CHICAGO  ILL  BE8-2987 

CHICAGO  ILL  586-5730 
JOLIET  ILL     60435   723-5883 

NEW  LENOX  ILL  485-2402 

HAZELCREST  IL  L  335-4387 

GLEN  ELLYN  IL  L  627-0939 

CHICAGO  ILL  539-9389 

CICERO  ILL  652-6247 


N4 
P2 
M4 
N2  818  S  WOLCOTT-514   CHICAGO  ILL    60612 

8 

4  1113  HOWARD  ST      ST  CHARLES  IL  60174   584-8028 
724  S  ASHLAND  AVE   CHICAGO  ILL 


NAME  COLL. 

GRYFAKIS  GEORGE  E  PI 

GRYZ  RICHARD  JOHN  P2 

♦GUASTELLA  FRANK  R  8 

♦  GUBA  ALEXANDER  MICHA  M3 
♦GUDAITIS  JOHN  GEORGE  PI 

♦  GUERRA  JEROME  TODD  P3 
GUGLIELMI  JOSEPH  T  92 

♦  GUINGRICH  RICHARD  DA  D3 
GULICK  DANIEL  JOHN  P2 
GUMM  RICHARD  ZEIS  Ml 
GUNRAJ  WALTER  T  D4 

♦GUTMANN  JAMES  LEO  1 

GUTOVITZ  ALLEN  LOUIS  M3 

♦GUZEK  DAVID  T  G7 

HAAN  ALAN  M  M4 

HACKETT  PETER  HARVEY  M2 

HADD  NORMAN  ALLEN  P4 

HAFNER  DOUGLAS  ROBFR  02 

HAGAN  SIDNEY  8 

♦HAGEARTY  MICHAEL  B  1 

HAGELIN  DAVID  C  04 

HAGEMANN  ROBERT  WILL  P3 

♦HAID  MAX  M4 

♦  HAKA  JOSEPH  J  Dl 
♦HALE  ROBERT  L  M4 

HALEY  THOMAS  KEVIN  P2 

HALKYARD  DOUGLAS  ROL  02 

HALL  ANTONIA  N4 


STREET  ADDRESS 
818  S  WOLCOTT 
4823  S  KOSTNER 

906  LYMAN  #  1-A 
1518  S  49TH  AVE 
1069  S  WESTMORE 
3048  RUBY  ST 
818  S  WOLCOTT 
908  N  ELSTON  AVE 
5155  ELECTRIC  AVE 
1316  W  LEXINGTON 
445  W  BARRY  AVE 
1255  W  WESTGATE  TR 
809  S  MARSHFIELD 
218  N  CENTRAL  #2 
1949  SEMINARY 
2318  CLINTON  AVE 
628  S  AUSTIN  BLVD 

540  HINMAN  AVE  #3 
130  N  WALLER  #D 
328  S  MAPLE  #  3H 
9006  N  KEATING 
5158  W  79TH  ST 
322  N  PINE 
515  MELROSE 
818  S  WOLCOTT-529 
7337  S  SHORE 


CITY  £  STATE 
CHICAGO  ILL 
CHICAGO  ILL 


ZIP  CD    PHONE 
60612   663-8347 
60632   523-4487 


OAK  PARK  ILL 

386-3125 

CICERO  ILL 

60650 

OL 2-1338 

LOMBARD  ILL 

60148 

627-7803 

FRANKLIN  PK  I 

LL 

678-7357 

CHICAGO  ILL 

60612 

663-8321 

CHICAGO  ILL 

60622 

HA1-1762 

HILLSIDE  ILL 

60162 

449-6559 

CHICAGO  ILL 

421-0195 

CHICAGO  ILL 

477-5303 

CHICAGO  ILL 

666-6532 

CHICAGO  ILL 

60612 

243-8675 

CHICAGO  ILL 

287-0611 

CHICAGO  ILL 

525-6649 

BERWYN  ILL 

60402 

ST8-8702 

OAK  PARK  ILL 

60304 

848-3310 

EVANSTON  ILL 
CHICAGO  ILL 
OAK  PARK  ILL 
SKOKIE  ILL 
OAK  LAWN  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


60202   328-7452 

60644  379-0275 
848-3986 
0R4-4945 

60459  425-4843 
261-6603 
935-0512 

60612  663-8218 
221-7341 


NAME  COLL. 

HALL  MICHAEL  H  PI 

HALL  PATRICIA  LYNN  MA4 

♦HALL  WILLIAM  ERNEST  M2 

HAMILTON  MARY  JOAN  0T4 

HAMMER  ROBERT  ALEXAN  M3 

♦HAMMERMAN  JAY  LAWREN  P3 

♦HAN  KYUNG  MIN  8 

HANDSCHIEGEL  JAMES  M  PI 

♦HANEY  GEORGIANA  B  9  2 

HANKUS  MARIE  CHRISTI  N3 

HANNA  HAFIK  A  8 

HANNEMANN  CAROLYN  FL  P4 

HANSCOM  THOMAS  ALAN  M2 

HANSEN  KAREN  A  G7 

HANSEN  THOMAS  LEE  02 

HAPKE  MARC  M4 

HARABUROA  WALTFR  D  PI 

HARALAMPOPOULOS  GEOR  P2 

HARALAMPOPOULOS  HARR  03 

HARAR  PAULETTE  M3 

♦HARKNESS  WAYNE  J  04 

HARMON  CATHERINE  MA 

HARMON  JEFFREY  PA 

♦HARMS  JAMES  JAY  Ml 

HARNEY  ALFRED  NATHAN  M2 

HARRINGTON  JACQUELIN  P4 

♦HARRIS  ALFRED  JAMES  P3 

♦  HARRIS  GERALD  DAVID  M2 


,  STREET  ADDRESS  CITY  t  STATF 

1928  BFTHESDA  BLVD  Z ION  ILL 

5516  KIMBARK  CHICAGO  ILL 

516  S  AUSTIN  BLVD  OAK  PARK  ILL 

818  S  WOLCOTT-612  CHICAGO  ILL 

41-C  N  MAYFIELD  CHICAGO  ILL 

5500  LINCOLN  MORTON  GROVE 


6212  N  KEOVALE  AVE 
916  1/2  NOYES  #Y-1 
918  S  WOLCOTT 
3600  N  LAKE  SHORE 
3315  N  WOLCOTT 
607  BARRY 
818  S  WOLCOTT 
818  S  WOLCOTT- 115 
5334  S  GREENWOOD 
167  CARRIAGE  WAY 
3225  W  OLIVE 
3225  W  OLIVE 

630  S  HERMITAGE 
1911  W  OGDEN 
1607  W  FARWFLL 
4618  N  ST  LOUIS 
145  N  AUSTIN 
18423  SCHOOL  ST 
6603  S  CHAMPLAIN 
225-A  WASHINGTON 


CHICAGO  ILL 
EVANSTON  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
BURR  RIDGE  IL 
CHICAGO  ILL 
CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

LANSING  ILL 

CHICAGO  ILL 
OAK  PARK  ILL 


ZIP  CO    PHflNF 
872-3391 
493-4462 

60304   383-0198 

60612  663-8403 
379-7325 

ILL     967-6716 

PA5-8860 

60201   475-4284 

60613  348-7603 
60657   327-3909 

327-4263 
60612  663-8126 
60612   663-8331 

643-6577 
L  325-5775 
60645  KE9-3824 
60645   KF9-3824 

60612  942-4868 
733-5219 

60626   262-7540 

60625  583-1626 
379-2555 

60433  474-1467 
955-0511 

60302   848-7560 


NAME  COLL. 

HARRIS    HARVEY    LEIGH  P  3 

HARRIS    JEANNE    C  N2 

HARRIS    JOANNE  DAI 

♦HARRIS    PATRICIA    J  N5 

HARRIS    SUSAN    HUNTER  MR4 

♦HARRISON    STEPHEN    M  8 

HART    JOHN    F  Dl 

♦HARTER  CHARLES  E  M4 

HARTER  CHERYL  ANN  Ml 

♦HARTMAN  OONALD  P  G7 

♦HARTMAN  ROBERT  M4 

HASELBERGER  DOROTHY  N4 

HASHIOKA  CHRISTINE  M  M4 

HASHIOKA  STEPHEN  M  01 

♦HASSELBERG  KATHERINE  0T4 

♦HASTINGS  J  C  8 

♦HATTENHAUER  JOHN  M  8 

♦HATTON  JEAN  H  N4 

HAVLOVIC  MARIAN  M  N4 

HAWK  WILLIAM  H  M4 

♦HAVES  MARGARET  ANN  M3 

HEALY  THOMAS  AL DEN  P3 

♦HEBEL  ROBERT  G  D4 

♦HEBERT  JOHN  CHESTER  P4 

♦HEBERT  RONALD  JOSEPH  G8 

HECK  ANNE  S  N4 

HEERDT  GARY  ALBERT  P2 

♦HEILEMANN  RICHARD  F  D4 


STREET  ADDRESS  CITY  &  STATE  ZIP  CO 

3231  W  VICTORIA  CHICAGO  ILL  60645 

818  S  WOLCOTT-306  CHICAGO  ILL  60612 

4946  N  CALIFORNIA  CHICAGO  ILL  60625 

6022  S  DREXEL  CHICAGO  ILL 

818  S  WOLCOTT-507  CHICAGO  ILL  60612 

10500  S  KEELER  OAK  LAWN  ILL 

230  N  SHANNON  #8  TUCSON  ARIZON  A 

818  S  W0LC0TT-609  CHICAGO  ILL  60612 

4326  N  RICHMOND  AV  CHICAGO  ILL  60618 

4851  GREENLEAF  SKOKIE  ILL 

2910  LOGAN  BLVO  CHICAGO  ILL 

831  N  TRIPP  CHICAGO  ILL  60651 

831  N  TRIPP  AVE  CHICAGO  ILL 

1900  W  POLK  #1324  CHICAGO  ILL  60612 


CHICAGO  ILL    60612 
FRANKLIN  PARK   ILL 
CHICAGO  ILL    60622 
CHICAGO  ILL    60612 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
BROADVIEW  ILL  60153 
818  S  W0LC0TT-W616  CHICAGO  ILL    60612 
818  S  WOLCOTT-525B  CHICAGO  ILL    60612 
42  N  MENARD         CHICAGO  ILL 


1900  W  POLK 
9131  GRAND 
1034  N  RICHMONO 
739  S  OAKLEY 
724  S  OAKLEY 
2846  WOODARO 
1542  W  71ST 
1110  W  18TH  ST 


PHONE 
463-2859 
66  3-8134 
RA8-5447 
684-0398 
663-8383 

424-6916 

66  3-8400 
463-8688 
674-8134 
489-7142 
CA7-8421 
CA7-8421 
633-8324 


633-8431 
455-2671 
276-1080 
243-7014 
421-9355 
489-7376 
873-4749 
343-7907 
663-8407 
66  3-8214 
379-8649 


NAMF  COLL 

HEILIG  SANDER  NAT  MA4 

HEIN  WILLIAM  PHIL  IP  P2 

HEINFMANN  THEODORE  4 

HFINSSFN  WAYNE  H  G7 

HEINTZELMAN  MARY  W  G7 

HEINZ  GEORGE  JOHN  II  M2 

*HEISS  LARRY  IRA  M2 

*HELFRICH  GEORGE  BAIR  8 

HELLER  THOMAS  ALLEN  Ml 

HELLIGE  ROBERT  JOHN  02 

HEMMER  DAVID  STEPHEN  Ml 

HENAGHAN  MAUREEN  ANN  N3 

♦HENDERSON  GESTEEN  N4 

HENDLER  SCHMUEL  M3 

HENDRICKS  WENDY  C  MR4 

♦HENEBRY  JANET  K  N4 

HENKIN  JEFFREY  M  04 

HENNING  JAMES  W  Dl 

♦HENNINGS  PAUL  F  PA 

HENSLEY  ROBERT  P  PI 

HENSON  ROBERT  EARL  P2 

HENTZE  WILLIAM  JOHN  D2 

HEPP  THERESA  MARIE  N3 

HERBERT  RICHARD  A  M2 

*HERBST  ROBERT  8 

HERBSTER  WALTER  ANDR  P3 

HERMAN  MICHAEL  J  Dl 

HERMAN  ROGER  WILLIAM  M2 


STREET  ADDRFSS  CITY  C  STATT 

2669  W  CATALPA  CHICAGO  ILL 

14521  WOODLAWN  OOLTON  ILL 

915  PLEASANT  ST  OAK  PARK  ILL 

318  S  W0LC0TT-604R  CHICAGO  ILL 

551  N  CENTRAI  AVF  CHICAGO  ILL 

748  S  OAKLFY  CHICAGO  ILL 

633  S  MAPLF  #38  OAK  PARK  ILL 


2155  W  POLK 
818  S  WOLCOTT 
818  S  W0LC0TT-617 
6075  NAPLES 
162  N  LATROBE 
5723  N  ST  LOUIS 
818  S  W0LC0TT-614 
1921  W  OGOEN 
130  N  WALLFR  #0 
818  S  WOLCOTT-425 
2813  S  HOMAN  AVE 
818  S  W0LC0TT-724 
818  S  W0LC0TT-627A 
122  N  MENARD  *1B 
81-8  S  WOLCOTT-224 
6327  N  WINTHROP 


4747  N  KARLOV  CHICAGO  ILL 
818  S  WOLCOTT-428  CHICAGO  ILL 
818  S  W0LC0TT-416   CHICAGO  ILL 


zip  m  PHONF 

275-5787 

60419  349-6827 

60302  843-7315 

60612  663-8228 

60644  626-9169 

60304  383-8016 


CHICAGO 

ILL 

60612 

421- 

-6348 

CHICAGO 

ILL 

60612 

663- 

-8281 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

631- 

-8992 

CHICAGO 

ILL 

626- 

-2451 

CHICAGO 

ILL 

60645 

588- 

-8176 

CHICAGO 

ILL 

60612 

663-8405 

CHICAGO 

ILL 

329- 

-8143 

CHICAGO 

ILL 

60644 

379- 

-0275 

CHICAGO 

ILL 

60612 

66  3- 

-8182 

CHICAGO 

ILL 

847- 

-6323 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

60612 

66  3- 

-8248 

CHICAGO 

ILL 

378- 

-8354 

CHICAGO 

ILL 

60612 

66  3- 

-8108 

CHICAGO 

ILL 

R01- 

-0909 

60630  777-9261 
60612  663-8185 
60612   663-8173 


NAME  COLL. 

♦HERMAN  STEPHEN  8 

HERMANN  DONALD  W  Dl 

HERNDON  SUSAN  C  PI 

HERRON  JAMES  RICHARD  M3 

♦HERSH  STEVEN  HARLAN  M2 

♦HERTS  CHARLES  R  G8 

♦HERVE  ANDRE  L  1 

♦HESS  ALLAN  DUANE  G7 

♦HESS  STANLEY  COTT  1 

♦HEUERMAN  MARY  ANN  P4 

♦HEWITT  JERRY  THELEN  D2 

HEYDEMANN  PETER  T  Ml 

♦HEYMANN  MARK  8 

HEYNEN  JAMES  PATRICK  03 

HIGGINS  ROBERT  S  PI 

HIGHLEY  ROBERT  DOUGL  M2 

HIGHMAN  LAWRENCE  M  8 

♦HILDERBRAND  RICHARD  G8 

♦HILL  CARLOTTA  JEAN  M2 

HILL  GEORGE  JAMES  P3 

HILL  HOWARD  0  Dl 

♦HILL  MATTHEW  ROBERT  M3 

HILL  PAMELA  KAY  G8 

HILLEGONDS  MARJORIE  N3 

♦HINCKLEY  JAMES  M4 

♦HINOMAN  JEFFREY  CURT  M3 

♦HINOMAN  MICHAEL  CLAR  M2 

HINRICHS  RANOALL  L  M2 


STREET  ADDRESS 

601  N  2ND  AVE 
1900  W  POLK 
818  S  WOLCOTT 
2143  N  HUDSON 
8136  S  MARSHFIELD 
3110  N  SHERIDAN  RD 
3337  S  MORGAN 
621  S  HARLEM 
11  CHOUTE  RD 
653  SOUTH  BLVD 
5401  HYDE  PK  BLVD 

818  S  WOLCOTT 
736  STRIEFF  LANE 
818  S  WOLCOTT 
541  W  OAKDALE 
5744  W  RACE 
198  HERRICK  RD 
2524  S  OAK  PARK 
1368  W  EVERGREEN 
327  MARENGO 
1900  W  POLK  #  1328 
10344  S  SANGAMON 
431  W  GARFIELD 
847  S  LYMAN 
137  W  HARRISON  #2S 
818  S  W0LC0TT-416 


CITY  £  STATE   ZIP  CD    PHONE 


MAYWOOD  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
FOREST  PARK  I 
PK  FOREST  ILL 
OAK  PARK  ILL 
CHICAGO  ILL 

CHICAGO  ILL 
GLENWOOD  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
RIVERSIDE  ILL 
BERWYN  ILL 
CHICAGO  ILL 
FOREST  PK  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
OAK  PARK  ILL 
OAK  PK  ILL 
OAK  PARK  ILL 
CHICAGO  ILL 


344-0132 
60612  633-8433 
60612  663-8303 
60614  348-7266 
60620   487-4416 

YA7-1835 
LL      366-4241 
60466 
60302   848-7437 

791-0110 

60612       663-8343 

755-5645 

60612   663-8217 

60644  287-3060 
447-2345 
484-2068 
227-5229 
771-5966 
633-8328 
779-6663 
383-8874 
386-7210 
848-7372 

60612   663-8173 


NAMF                                   COLL.     STRFFT     ADDRFSS  CITY    f.    STATF  ZIP    CP          PHONG 

♦HIRATSUKA    MARGARET    M  PI    8921     N    MANGO  MORTON    GROVE  ILL             Y06-904? 

♦HIRSCHFNRFIN    MF IL    W  M2     1926    W    HARRISON  CHICAGO     ILL  60612       666-9439 

♦HLAVATY     RICHARR  N?     1836    W     TOUHY  CHICAGO     ILL 
HLOUSEK    DONALD    ALLFN          8 

HO    SHUSHAN    SAUKAM  P3    818    S    WOLCOTT  CHICAGO    ILL  60612       663-8352 

HOCH    JUOITH    THERESA  P4    818    S    WOLCOTT-510  CHICAGO    ILL  6061?       663-8386 

HODGES    SUSAN    MARIE  N4     1718    W    FLOURNOY  CHICAGO    ILL  60612       243-8211 

HOOGMAN    KATHLEEN    ANN  M3    7624    WILCOX  FOREST     PARK     I  LL                771-7775 

HOEKSTRA    JOHN    ARTHUR  M3     1743    W    HARRISON  CHICAGO     ILL  60612       942-5461 

HOELBRANOT    FOWARD    J  P4     3206    MAOISON  3ELLW00D     ILL  544-3183 

HOFFER    LAUREL  N3     1322    LUNT     #105  CHICAGO    TLL  973-0384 

HOFFMAN    DENNIS    ALVIN  Pi    412    E    DIVISION     ST  ITASCA     ILL  60143       773-0562 

HOFFMAN     ELIZABETH    A  G7    420    S    KENILWORTH-3  OAK    PARK     ILL  6030?       848-1328 

♦HOFFMAN    GLORIA    K  G8    517     SKOKIE  WILMETTE     ILL  251-8481 

♦HOFFMAN    JOHN    D  M4     1401    F    55TH    ST  CHICAGO    ILL  684-4460 

♦HOFFMAN    PAUL     STEWART  P?    4649    W    WASHINGTON  SKOKIE     ILL  60076       679-8917 

*HOFFMAN     RICHARD    L                   2    4802    WHITE    OAK    AVE  ROCKFORD,     IL  61111 

HOFFMEISTFR    ROBERT    G  M3    131     S    RIDGELAND  OAK    PARK     ILL  343-3843 

HOGARTY    THOMAS    J  Ml    822    MILLFR  CHICAGO     ILL  666-6184 

HOHMANN    SAMUEL     F  G8     1632    W    COLUMBIA    3N  CHICAGO    ILL  60626       761-4076 

♦HOLBA    RICHARD    STEPHE  D2    8507    W    CFRMAK  N    RIVERSIDE     I  LL               447-8826 

♦  HOLOEN    DAVID    CLARK  M3    41    C    N    MAYFIFLD  CHICAGO    1 1 L  379-7325 

♦HOLLIDAY    TYRONE     ZUL I  03    4165    N    MILWAUKEE  CHICAGO    ILL  6062?       252-6056 

H0L4.IS    LEANNE    M  N3    412    SAN    SOUCI     DR.  AURORA,     ILL.  60506 

HOLLMAN    CHARLES    BIRC  M2    945    BELLE    PLAINF  CHICAGO     ILL  525-0591 

HOLOWATYJ    LYDIA    M  P4    2221    W    WALTON  CHICAGO     ILL  SP2-6681 

HOLRITZ    KAREN  N4    106    N    DORCHESTER  WHEATON     ILL  653-4164 

HOLT    KAY    GURINE  Ml     7870    OGDEN    AVE     #6C  LYONS     ILL  447-3148 


NAME  COLL.  STREET  ADDRESS     CITY  &  STATE  ZIP  CD    PHONE 

HONG  FANG  YEN  8 

HOOD  JACK  OWEN  PA  818  S  WOLCOTT       CHICAGO  ILL  60612   663-8335 

HOOVER  DENNIS  LEROY  M3  724  S  ASHLAND  BLVD  CHICAGO  ILL            SE3-9559 

HOPKINS  wALTER  J  G8  755  W  MONTROSE      CHICAGO  ILL            525-7841 

HORN  JULIANA  KAY  N^  818  S  WOLCOTT-411   CHICAGO  !IL  6061?   663-837? 

HO»O0YLOWSKY  7DRIANA  P4  ??31  W  CORTEZ  ST    CHICAGO  ILL  606??   AK6-6579 

*HORRICAN  TtRRENCE  M4  3??  N  PINE           CHICAGO  ILL            379-4631 

HDSEY  N*RV  MARLENF  G8  717  W  MONTROSE      CHICAGO  ILL  60613   327-6975 

HOWARD  3ILLIF  J  N2  818  S  WOLCOTT-319   CHICAGO  ILL  60612   663-8144 

♦HOWARD  RUDOLPH  PI  8153  CHAMPLAIN      CHICAGO  ILL            PA3-3542 

HOWENSTEIN  LARRY  J  01  818  S  W0LC0TT-402B  CHICAGO  ILL  60612   663-8162 

HOYLAND  MICHAEL  P  Dl  450  W  ARMITAGE      CHICAGO  ILL            528-4403 

HRFJSA  SUSAN  JEAN  N3  14?  WILMETTF  AVF    GLENVIEW  ILL  600?5   7?9-1490 

HRUBY  MARILYN  8 

HRYCELAK  GEORGE  JURY  M2  1?01  N  EDMER  AVF    OAK  PK  ILL  60302   386-7042 

HSIAO  CHUN  HSIUNG  G7  809  S  MARSHFIFLD    CHICAGO  ILL  6061?   4?l-2640 

*HSU  GRACF  HEI-MIN  G8  809  S  MARSHFIELD    CHICAGO  ILL  6061? 

HUAMONTE  FELIPE  H 

HU8BF  JANIS  M  PI  818  S  W0LC0TT-??8   CHICAGO  ILL  6061?   663-8112 

HUBFJ  NINA  MARIF  N3  3135  N  LUNA  AVE     CHICAGO  ILL            ?83-?639 

HUBEP  GRACE  EVELYN  N3  318  S  WOLCOTT  «411  CHICAGO  ILL  6061?   663-8372 

*HU8ERTY  THOMAS  R  Ml  372  W  NEW  YORK  ST   AURORA  ILL             892-0413 

*HUDDLESTUN  GREGORY  D   P?  515  BRIAR  PL  #  803  CHICAGO  ILL  60657   549-7279 

HUEGELMANN  KARFN  A  PI  9705  CENTRAL  PK     EVERGREEN  PK  ILL     4??-1304. 

HUELS  JOHN  LEONARD  J   P3  3735  S  PARNELL  AVE  CHICAGO  ILL            WA4-6178 

HUGHES  CAVID  OWEN  P2  9?6  CHARLES  ST      AURORA  ILL  60506 

♦HUGHES  WILLIAM  F  G8  1337  W  FARGO        CHICAGO  ILL            338-5775 

HUGO  ETIENNF  P  G7  840  S  WOOD           CHICAGO  ILL  6061?   663-7160 


NAME  COLL. 

HUl IT  MAWY  LOUISE  N« 

HUMPHREY  MARK  F  PI 

♦HUMPHREYS  WILLIAM  C  G7 

*HUNT  JAMFS  G7 

HUNTER    SAMUEL  G8 

♦  HURC    CATHERINE     ANN  G7 

♦  HURD  DAVID  DUANE  Ml 
HURESTDN  LINDA  BARRI  N3 
HUSS    MARK    STEPHEN  Ml 

♦HUSSAN    MIRAJ  7 

*HUTCHINS    RICHARD    G  D2 

HUTCHINSON    JEANNF    AN  PI 

HWANG    CHFNG-HONG  G8 

HWANG    LIAO-TSUFN  0  8 

IRER    CONRAD  Ml 

ILKIW    ALEXANDRA  R 

INOUYF    KENNETH    K  D4 

IOCCO    JOHN  M4 

IRELAND  JANET  t  EE  M3 

♦IRLF  KENNETH  W  P2 

ISAAC  ALAN  HOWARD  04 

♦ISAACS  GERALD  ALLAN  P4 

♦ISAACSON  JAMES  H  04 

♦IS3ELL  JERRY  W  D3 

♦ISHAM  GEORGE  JOHN  M3 

♦IVERSEN  WILLIAM  R  MA4 

IVEY  CARL  M4 

JACKI  MICHAEL  PETER  D2 


ST«FFT  ADIWSS 
5?0  N  LAVERGNE 
RIP  S  WOLCOTT  #433 
?059  W  120TH  ST  -L 
833  SO  MARSHFIFLD 
818  SO  WOLCOTT 
129  S  HARVFY  «2 

129  S  HARVFY  ST-2 
442  WEST  100TH  PL 
204  N  AUSTIN 

1915  MAPLE  AVE-470 
I  SO  273  INGERSOLL 
809  S  MARSHFIELD 
818  S  WOLCOTT  #410 
818  S  WOLCOTT-523 

130  N  WALLER  #    D 
L326  SCOVILLE  AVE. 
801  N  WABASH  AVF 
4848  N  WINTHROP 
6317  S  WHIPPLE 
7405  N  RIDGE 

425  CIRCLE  AVE 
3310  N  SACRAMENTO 
349  *W  DALE  DR  «2A 
2935  N  OAK  PARK 
8258  S  CARPENTER 
716  S  ASHLAND 


CITY  6  STATF  7 1 P  CD    PHONF 
CHICAGO  ILL  6?<S-175? 

CHICAGO  ILL  60612 

BLUF  ISLAND  I  LL      3R5-7578 

CHICAGO  ILL  6061?   R29-6341 

CHICAGO  ILL  60612   663-3536 
OAK  PARK  ILL  386-8185 

OAK  DARK  ILL  6030?   386-8185 
CHICAGO  ILL  ?33-l557 

OAK  PARK  ILL  524-0375 

EVANSTON  ILL  60201   328-7078 

VILLA  PARK  IL  L       627-8569 
CHICAGO  ILL  666-0492 

CHICAGO  ILL  60612   663-8169 

CHICAGO  ILL  60612   663-8212 

CHICAGO  ILL  379-0275 

BFRWYN,  ILL.  60402 

CHICAGO  ILL  60611   751-0382 

CHICAGO  ILL  60640   BR5-2026 
CHICAGO  ILL  HF4-0686 

CHICAGO  ILL  60645   973-6519 

FORFST  PK  ILL  60130   771-7571 
CHICAGO  ILL  478-6386 

ADDISON  ILL  60101   543-9267 
CHICAGO  ILL  889-6835 

CHICAGO  ILL  60620   783-6618 
CHICAGO  ILL  HA1-9346 


NAMF              COLL.  STRFFT  ADDRESS  CITY  &  STATE  ZIP  Cn    PHONE 

JACKSON  CAROL  0T4  818  S  WOLCOTT-611  CHICAGO  ILL  60612   663-8402 

JACKSON  GREGORY  U  0  1  818  S  WOLCOTT-616  CHICAGO  ILL  60612   663-8237 

JACKSON  LYLE  THOMAS  Ml  724  S  ASHLANO  RLVO  CHICAGO  ILL 

♦JACKSON  NORVAL  Q  04  1639  S  47TH  CT  CICERO  ILL  60650   652-8402 

JACOBS  JOHN  PAUL  P3  813  S  WOLCOTT  CHICAGO  ILL  60612 

JACOBS  RICHARD  ALLEN  M3  RT  3  BOX  166  PLAINFIFLD  IL  L       436-9218 

JACOBS  RICHARD  FREDP  M3  1720  N  HUDSON  CHICAGO  ILL  944-5406 

♦JACOBS  WARREN  P  8 

♦JACCBSON  HARRY  RUDOL  »3  43  WEST  AVF  RIVERSIDE  ILL  447-4955 

JAFFE  JONATHAN  H  Ml  318  S  WOLCOTT-435B  CHICAGO  ILL  60612   663-^192 

JAGODZINSKI  WALTER  J  04  2937  N  HAMLIN  CHICAGO  ILL  342-9672 

JAMES  DOUGLAS  ALLAN  D2  415  S  BLVD  EVANSTON  ILL  328-6922 

JAMES  E"MA  L  N2  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8130 

JANCA  JEROMF  W  P3  1511  E  57TH  ST  CHICAGO  ILL  493-0793 

JANDORA  JEFFRFY  S  P4  3913  W  60TH  PL  CHICAGO  ILL  767-9158 

JANIK  JOSFPH  STANLEY  M2  5013  S  KEDVALE  CHICAGO  ILL  P07-3059 

♦JANIS  WALTER  G  D4  2312  W  HAMILTON  CHICAGO  ILL  60647   772-6757 

JANKAUSKAS  PATRICIA  N4  2552  N  PARKSIDE  CHICAGO  ILL  237-6722 

JANKEN  JANICE  K  G7  500  EULLERTON  PKWY  CHICAGO  ILL  LI9-3410 

JANOFF  DONALD  FDWIN  D3  1309  FLOURNOY  CHICAGO  ILL  666-4642 

JANSSON  ROGER  N  D4  105  S  WESLEY  OAK  PARK  ILL  383-9226 

♦  JANZE.M  WILLIAM  M4  9424  S  VANDEPPOEL  CHICAGO  ILL  BF3-3413 
JASCH  LAURA  G  G8  3435  N  OAKLEY  CHICAGO  ILL  LA5-5062 

♦JAVAHFRI  PARVIZ  8 

♦JAVIDAN-NEJAD  SAUCCH  G8  309  S  MARSHFIFLD  CHICAGO  ILL  60612   421-6395 

♦  JAWAD-K ANBER  GHAZ  I  G7  341  S  HUMPHREY  OAK  PARK  ILL  383-6339 
JEAN-PIFRRE  PLMA  C  PI  5650  W  ADDISON  CHICAGO  ILL  60634 
JEFFERS  MARION  E  N3  239  E  92N0  ST  CHICAGO  ILL  60619   PU5-8419 


NAMF  COLL 

JFMSEK  JOSF^H  f,  Ml 

JENKINS  CHARLFS  HART  M3 

JFNSEN  DONALD  MILTON  M3 

JFNSlK  STFPHFN  C  G3 

JFSPEPSPN  JAMES  P  Dl 

JESSFN  JOHN  WINSTON  D2 

♦JIVACATE  THOEDChAI  8 

JOFFE  JULI AN  MARC  M2 

JOHNSON  ANITA  L  PI 

♦JOHNSON  CHARLES  F  2 

♦JOHNSON  DAVID  S  04 

♦JOHNSON  DENNIS  C  Dl 

♦JOHNSON  DENNIS  L  « 

♦  JOHNSON  DONALC  B  M4 
JOHNSON  DONALD  R  G7 

♦JOHNSON  ELIZABETH  F  ^ 

♦JOHNSON  JANETTF  B  N4 

♦JOHNSON  MARSHA  T  G7 

♦JOHNSON  MARTHA  RUTH  G8 

JOHNSON  PHILIP  NORMA  M3 

JOHNSON  ROGER  S  G8 

♦  JOHNSON  RONALD  M  8 
♦JGHNSON  THEODORE  R  GR 
♦JOHNSON  WILLIE  EARL  D2 
♦JOHNSTON  MICHAEL  R  M3 

JONES  JEFFREY  M  M4 

♦JONES  RONALD  Dl 

♦JONES  WESLEY  P  M4 


STREFT  AOnRESS  CITY  f.  STMT 

318  S  WOLCDTT  CHICAGO  II  L 

5565  W  VAN  »MJREN  CHICAGO  ILL 

14S0  H  POLK  ST  CHICAGO  ILL 

1 41?  W  LEXINGTON  CHICAGO  ILL 

818  S  W0LC0TT-616  CHICAGO  ILL 

318  S  WOLCOTT-7343  CHICAGO  ILL 


290ft  W  CHASE  AVE 
318  S  WOLCOTT  #329 
2901  S  KING  DR 
815  S  OAK  PARK  AVE 
50  23  N  ROCKWELL 
420  S  KENILWORTH 
1609  N  LUNA  AVE 
818  S  WOLCOTT  #630 
813  S  WOLCOTT 
317  MEADOWLARK  LN 
20^9  E  72ND  ST 
215  E  CHICAGO-1911 
521  S  THOMAS 
905  S  CLAREMONT 


7443  WASHINGTON     FOREST  PK  ILL 
7551  S  CHAPPEL      CHICAGO  ILL 
315  MARFNGO         FOREST  PK  ILL 
218  N  CENTRAL       CHICAGO  ILL 
500  F  33R0  ST  #710  CHICAGO  ILL 
6450  N  TROY  ST      CHICAGO  ILL 


71  P  CO 

PHONE 

6061? 

663-8227 

379-7108 

829-9533 

60607 

243-8363 

6061? 

66  3-3237 

60612 

66  3-82  3  7 

CHICAGO  ILL 

262- 

-0312 

CHICAGO  ILL 

60612 

66  3- 

-3154 

CHICAGO  ILL 

606  16 

326- 

-4342 

PAK  PARK  ILL 

33  3- 

-9160 

CHICAGO  ILL 

60625 

271- 

-5441 

OAK  PARK  ILL 

848- 

-9162 

CHICAGO  ILL 

60639 

889- 

-5118 

CHICAGO  ILL 

60612 

66  3- 

-8251 

CHICAGO  ILL 

60612 

GLENVIFW  ILL 

60025 

724- 

-3697 

CHICAGO  ILL 

60649 

684- 

-8667 

CHICAGO  ILL 

60611 

737- 

-?649 

FOREST  PK  ILL 

60130 

366- 

-4164 

CHICAGO  ILL 

663- 

-6449 

771- 

-6278 

60649 

955- 

-3964 

771- 

-9423 

60  644 

287- 

-0611 

60616 

791- 

-1534 

60645 

274- 

-3823 

NAME 
JORDAN    CAVIO    W 
JORDAN    MICHAEL     G 


COLL. 
MA 
92 


JOPGENSFN  MICHAEL  G  03 

JOSEPH  MARGARET  ROSE  NA 

JONG  KATHLEEN  INEZ  MAA 

JURACEK  EDWARD  J  G7 

♦JUREZIZ  RONALD  FDWAR  M3 

JORUMBO  JANICE  M  G9 

KABA  WAYNF  J  PI 

KABERNA  JANET  NORENE  N3 

KACZMARFK  ELIZABETH  P? 

♦KADEN  BROCE  RICHARD  M3 

KAOZIFLA  BOGUSLAWA  P5 

KAHAN  CHARLES  S  Dl 

♦KAHLFR  JOHN  HENRY  M? 

KAHN  SUSAN  MARCIA  MRA 

♦KAINEG  THOMAS  F  DA 

♦KAISER  HARVEY  OPRIN  8 

KAMBA  SUSAN  I  N2 

♦KAMMER  JAMES  FRANCIS  8 

KANE  RICHARD  P2 

KANTER  PHILLIP  JAY  M3 

KANTUTIS  SUSAN  M  N? 

KAPLAN  JOSEPH  Ml 

♦KAPLAN  WILLIAM  EARL  M2 

KAPROVE  ROBFPT  8 

KARIM  SHAHIDA  PI 

KARINSKI  WALTER  J  PI 


STRFET  AODRFSS 
803  S  LEAVITT 
6101  N  TALMAN 
818  S  WOLCOTT 
652  W  WEBSTER  AVF 
818  S  WOLCOTT-303 
8927  w  97TH  ST 
3  F  51  ST  ST 
2901  SO  KING  DRIVE 

818  S  WOLCOTT-502 

819  SO  WOLCOTT 
318  S  WOLCOTT-223 
2901  S  KING  #1307 
1620  N  FRANCISCO 
2901  S  KING-1011 
119  E  6TH 

818  S  W0LC0TT-615 
7717  MONROE 


1129  BLANCHAN  AVE   LAGRANGE  PK  I  LL 


CITY  8  STATE 

ZIP  CO 

PHONE 

CHICAGO 

ILL 

A21-55A9 

CHICAGO 

ILL 

R01-1205 

CHICAGO 

ILL 

60612 

663-835A 

CHICAGO 

ILL 

DI8-A638 

CHICAGO 

ILL 

60612 

66  3-835A 

PALOS  HILLS  I 

LL 

598-7337 

LAGRANGE  ILL 

60525 

35A-6697 

CHICAGO 

ILL 

60616 

225-7696 

CHICAGO 

ILL 

60612 

663-819A 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

60616 

225-2720 

CHICAGO 

ILL 

606A7 

EVA-5862 

CHICAGO 

ILL 

60616 

326-0623 

LOCKPORT  ILL 

838-0099 

CHICAGO 

ILL 

60612 

663-8A06 

FORFST  PARK  I 

LL 

771-7A86 

35A-IA30 


1A229  MYRTLE  AVE    HARVEY  ILL 
2920  W  GRFENLEAF    CHICAGO  ILL 
3156  S  EMERALD      CHICAGO  ILL 
818  S  W0LC0TT-A35A  CHICAGO  ILL 
2720  E  75TH         CHICAGO  ILL 


1900  W  POLK  ST 
6253  N  KEELFR 


CHICAGO  ILL 
CHICAGO  ILL 


60A26  339-9A53 
AM2-0576 
8A2-1878 

60612  663-8192 
768-072A 

60612  633-8269 
685-5799 


NAMF  COLL.  STRFFT  ADDRESS  CITY  £  STATE  ZIP  CO    PHONF 

KARKUCM  JOAN  M  N2  2650  N  74TH  CT  ELMWOOD  PARK  ILL     453-577} 

KARL  PAMELA  S  N2  8 I  8  S  HOLCOTT-315  CHICAGO  ILL  60<S12   663-8140 

KARLINSKY  MALCOLM  LY  M2  1001  S  KING  OR  CHICAGO  ILL            225-2i78 

♦KARNES  MACK  M4  1247  S  HARLEM  #205  BERWYN  ILL  60402   788-1559 

♦KARNIK  ASHOK  8 

KARP  WAYNE  P  PI  512  RURAL  ST  AURORA  ILL  60505   897-8?73 

♦KARSON  TIMOTHY  E  P3  808  S  FFRDINAN0-3L  FOREST  PARK  I  LL      771-5417 

KARWOWSKI  CHARLES  R  P4  2437  N  MASON  AVE  CHICAGO  ILL  60639   NA2-0291 

♦  KATZ  LARRY  M  P3  8234  KNOX  SKOKIE  ILL  60076 

KAUFMAN  BRUCE  H  Ml  3843  W  JARVIS  AVF  LINCOLNWOOO  I  LL      0R4-8355 

♦KAUFMAN  SHERWIN  I  PI  25  KING  ARTHUR  CT  NORTHLAKE  ILL         562-5157 

KAUFMAN  STUART  0  M4  444  ROSLYN  CHICAGO  ILL            929-3515 

KAYSEN  SUSAN  GRACE  N4  8509  S  KOSTNFR  CHICAGO  ILL            LU2-1078 

♦KAZLAUSKAS  THERESA  M4  1926  W  HARRISON  CHICAGO  ILL  60612   243-0364 

♦KAZMIEROWSKI  JOHN  M4  5638  S  MONITOR  CHICAGO  ILL            LU5-9236 

KEIL  EDWARD  BYRON  Ml  724  S  ASHLAND  CHICAGO  ILL  60607   SF3-5995 

KELLER  DWAINE  LYNN  P4  726  S  ASHLAND  CHICAGO  ILL            421-8527 

♦KELLER  GREGORY  S  M4  825  S  LATHROP  FOREST  PK  ILL         366-1624 

KELLEY  RODGER  DENEAN  Ml  818  S  WOLCOTT-505  CHICAGO  ILL  60612   663-8197 

KELLY  JANET  RUTH  M2  614  W  SURF  #  1  CHICAGO  ILL  60657   525-4952 

♦KELLY  JCHN  DERMOT  M2  1065  NORTH  SHORE  CHICAGO  ILL            274-8598 

KELLY  LINDA  0T4  4114  W  78TH  CHICAGO  ILL  60652   585-5340 

KELLY  RAYMOND  J  8 

KELMAN  ETHEL  BELLA  0T4  6610  N  SACRAMENTO  CHICAGO  ILL  60645   761-2376 

♦KELSEY  KENNETH  LARRY  D2  535-W  BARRY  AVF  CHICAGO  ILL  60657   525-4249 

♦KEMPE  NIEL  CHARLES  P2  2901  N  73RD  CT  ELMWOOD  PK  IL  L       453-5241 

KENDRICK  ALFRED  E  Ml  6132  S  CHAMPLAIN  CHICAGO  ILL  60637   667-1575 

♦KENI  PRADEEP  8 


NAMF  COLL.  STREET  AODRESS  CITY  £  STATE  ZIP  CO    PHONE 

KENNEDY  KEVIN  F  01  1102  N  GROVE  OAK  PARK  ILL  383-3788 

KENNEDY  MARY  LOUISF  N3  1210  CAROL  PARK  RIDGE  IL  L       825-5834 

♦KENNEY  PETER  ALLEN  P3  5507  w  OHIO  CHICAGO  ILL  60644   378-6151 

KENTOR  PAUL  MARTIN  8 

KFPNICK  GEORGE  G  P2  3313  S  MAPLE  RROOKFIELD  iL  L       485-7188 

KERBS  LINDA  JEANNE  P2  3134  CUYLER  AVE  BERWYN  ILL  60402   738-9504 

♦KEREN  DAVID  M4  534  S  FAST  AVE  OAK  PARK  ILL  524-0664 

♦  KFRN  RAYMOND  E  P4  324  N  ILLINOIS  AVF  VILLA  PARK  IL  L       832-5126 
*KE«NC  ROBERT  JAMES  P?  318  S  WOLCOTT  CHICAGO  ILL  60612   663-B176 

KFTCHAM  JEAN  L  N4  1900  W  POLK  CHICAGO  ILL  60612   633-8440 

♦KEWJTZ  EDWARD  JAMES  P4  1109  HOLIDAY  LN-13  OES  PLAINES  I  LL      439-8277 

KEY  FLLEN  CORRINNE  p4  4137  N  WHIPPLE  CHICAGO  ILL  60618 

KHALILI  MOHAMMAD  G7  PRESB-ST  LUKES  CHICAGO  ILL  942-4812 

♦  KHAN  FAZAL  MOHAMMED  P4  4600  N  CLARENDON  CHICAGO  ILL  60640  769-2564 
KIEFER  RAYMOND  JOHN  f>4  724  S  OAKLEY  CHICAGO  ILL  421-9355 
KIEFT  ALYCE  RUTH  N4  1406  S  61ST  COURT  CICERO  ILL  652-5224 
KIERONSKI  EUGENE  W  P3  2240  N  LOCKWOOD  CHICAGO  ILL  NA2-6984 

♦KIJURNA  KAREN  P3  14213  DREXEL  DOLTON  ILL  60419   841-4328 

♦  KIM  RYUNG-SUK  G8  1643  N  BELL  AVE  CHICAGO  ILL  60647 

*KIM  PAFNA  SQVERFR  N4  2113  S  25TH  AVE  BROADVIEW  ILL  6RI-5717 

K IMMFRL  ING  GEORGE  8 

KING  DIANA  LEE  N3  1314  N  HIGHLAND  ARLINGTON  HTS   ILL    259-4879 

♦KING  J"  THOMAS  J  04  6211  S  RICHMOND  CHICAGO  ILL  60629   436-1334 

KING  LARRY  A  Dl  5452  S  KIMBARK  CHICAGO  ILL  BU8-6388 

KING  LINDA  LOUISE  0T4  818  S  WOLCOTT  #515  CHICAGO  ILL  60612   663-8391 

♦KING  ROBERT  SCOTT  D3  5018  W  18TH  ST  CICERO  ILL  656-8892 

KINGSLEY  MARY  ANN  N4  415  S  LOMBARD  #304  OAK  PARK  ILL 

♦KIRCH  EVERFTT  PHILIP   M2  1319  OAK  AVE  #1C  EVANSTON  ILL 


NAME  COLL, 

♦KIRKPATRICK  JAMFS  R  G7 

♦KIRSCH  JOHN  M  8 

♦KISHORE  NAGALA  POY  8 

♦KISHORE  SHEELA  K  8 

KITILSON  PHINYA  G7 

♦KLAPER  MICHAEL  ANTHO  M3 

*KLAPMAN  GARY  Ml 

KLAYMAN  LEONARD  I  01 

*KLEE  JIMMY  M  04 

*KLEE  MARTHA  CRAKE  N4 

*KLEEMAN  JAMES  CHARLE  M3 

KLEIN  CARL  JOHN  Ml 

KLEIN  JAMFS  W  M4 

KLE  IN  MICHAEL  G8 

KLEIN  ROBERT  EUGENE  P4 

KLEIN  SHARON  ANN  N3 

♦KLEMM  FREDERICK  A  M4 

KLEPS  ROBERT  A  G7 

KLINE  KENNETH  CHARLE  02 

KLODNYCKY  MARY  LIDIA  8 

KLOKOCHAR  NICHOLAS  4 

KLOMPIEN  GERALD  M4 

♦KLOPF  A  HARRY  G8 

♦KLOSTERHOFF  BRUCE  M4 

KLUCAC  GREGORY  ANDRE  P2 

♦KLUS  BRUNO  EDWARD  P4 

♦KLUZA  RONALD  BRUNO  G8 

♦KNASEL  ANNE  8 


STREET  ADDRESS 
519  S  LYMAN 


CITY  I    STATE 
OAK  PARK  ILL 


ZIP  CD    PHONE 
S74-0232 


2109  S  3RD  AVE 
1101  S  HARLEM 
1047  W  LILL 
9457  N  KIL30URNE 
2326  W  24TH  ST 
2326  W  24TH  ST 
3956  W  DAKIN 
1926  W  HARRISON 
5800  S  STONY  I S 
5030  N  MARINE  OR 
1105  SCHOOL  ST 
1116  WASHINGTON 
1204  MIMOSA  OR 
809  S  MARSHFIELD 
1744  W  106TH  PL 


MAYWOOD  ILL 
FOREST  PARK  I 
CHICAGO  ILL 
SKOKIF  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
HENRY  ILL 
OAK  PARK  ILL 
CHAMPAIGN  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


1412  W  LEXINGTON    CHICAGO  ILL 
7825  S  YATES  BLVO   CHICAGO  ILL 
7541  W  JACKSON  HC 7  FORFST  PK  ILL 
1816"S  49  CT        CICFRO  ILL 
4324  S  HERMITAGE    CHICAGO  ILL 
9727  W  LORRAINE     COUNTRYSIDE  I 


60153   345-7679 

LL 

60614  528-0226 
676-1140 
927-2543 

60608   927-2543 

60618   478-6605 

60612 

60637  MI3-9200 
878-9496 
663-8335 

60302 

356-5056 

60612  663-7664 
BE8-4193 


60607  243-8363 
768-8890 
369-5932 

60650  652-2902 
376-8496 

LL      354-4370 


NAME             COLL.  STREET  ADDRESS  CITY  t  STATE  ZIP  CD    PHONE 

♦KNISKERN  PETER  JON  G9  616  N  FOURTH  AVE  MAYWOOD  ILL  681-5909 

♦  KNOP  QELPHINE  L  G 9  7301  W  80TH  ST  BRIDGEVIEW  IL  L       458-7225 

*KNCP  RICHARD  H  G8  7301  W  80TH  ST  8RIDGEVIFW  IL  L       458-7225 

KNOTH  JUDITH  JUNE  N  4  1042?  S  ALRANY  AVE  CHICAGO  ILL  BF3-6979 

KNOX  HALF  GARPIELD  M3  724  S  ASHLAND  CHICAGO  ILL  60607   SF3-9258 

♦KOBCS  JOSEPH  8 

KOCH  RONALC  LEE  G7  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8274 

KOCHEVAR  MARTIN  EDWA  P3  444  RIDGE  AVE  CLARENDON  HIL  LS  IL   323-3148 

♦KOOISH  ALLEN  I  Ml  437  W  WISCONSIN  ST  CHICAGO  ILL  60614   337-4287 

KDDY  FRANK  W  PI  7817  S  SPAULDING  CHICAGO  ILL  778-0061 

KOEHL  JACQUELINF  S  0T4  818  S  WOLCOTT  #614  CHICAGO  ILL  60612   663-8405 

KUFLBL  JAMFS  JOSFPH  02  9824  HOXIE  CHICAGO  ILL  721-5124 

*KOENIG  STEVEN  8 

♦KOEPKE  JERALD  WALTER  M3  807  WASHINGTON  OAK  PARK  ILL  383-1350 

KOHN  ARTHUR  M3  6441  N  FRANCISCO  CHICAGO  ILL  H05-2525 

KOIDIN  MICHAEL  B  01  2314  W  POLK  CHICAGO  ILL 

KtJLB  JAY  G  1  5135  W  PATTERSON  CHICAGO  ILL  AV3-8768 

KOLOMS  RUTH  I  N2  3039  W  BIRCHWOOD  CHICAGO  ILL  R04-4074 

KOLTON  BRUCE  PHILIP  M3  5733  N  SHERIDAN  RD  CHICAGO  ILL  275-4451 

*KCMPARF  EDWARC  8 

KONETZKI  WILLIAM  S  M2  1700  W  VAN  BUREN  CHICAGO  ILL 

KONOPASFK  FRANK  L  G7  516  HARRISON  APT  F  OAK  PARK  ILL  60304   948-4239 

♦KOOKER  RORERT  A  4  1429  W  BIRCHWOOD  CHICAGO  ILL  60626   338-0212 

KOPEC  JOAN  MARIE  PI  1900  W  POLK  CHICAGO  ILL  60612 

KOPP  JAMES  8 

*KOPP  RUTH  LEWSHENIA  8 

KORANSKY  ADA  ANN  Ml  908  HIJMPHRFY  OAK  PARK  ILL  60304 

KORANSKY  JOFL  SAMUEL  Ml  229  W  HARRIS0N-3SE  OAK  PARK  ILL  60304   386-0909 


NAMF              COLL.  STREET  ADDRESS  CITY  £.  STATE  ZIP  CO    PHONE 

»KOREN  IRA  STUART  D3  233  DES  PLAINES  FOREST  PK  ILL  60  130   366-4913 

♦KORUP  WILLIAM  H  P3  525  OAKDALF  CHICAGO  ILL  60657   525-8375 

KOSTAL  DENNIS  C  01  6049  S  KOMENSKY  CHICAGO  ILL  LU5-0022 

♦KOSTEN  LARRY  DEAN  G8  8656  S  86  AVF  JUSTICE  ILL  594-1570 

KOTTEMANN  STEVEN  D  Ml  44  GOLF  AVE  CLARENDON  HIL  LS  IL   323-1828 

KOUBFK  LINDA  J  ?2  2506  ELMWOOD  AVE  BERWYN  ILL  60402   788-0805 

KOUCHOUKOS  PHILIP  M4  33<5  N  CENTFR  ST  JOLIET  ILL  723-6004 

♦KOWALCZYK  ANTHONY  R  02  504  IRVING  STREET  JOLIET  ILL  726-3766 

KOWALSKI  JAMES  ALAN  M3  724  S  ASHLAND  CHICAGO  ILL  SE3-9559 

KOZIOL  JEFFERY  E  Ml  724  S  ASHLAND  CHICAGO  ILL 

KRAITSIK  CONALD  JOEL  Ml  2721  N  HALSTED  CHICAGO  ILL  477-2594 

KRAMER  MICHAEL  JOHN  Ml  5727  S  AL8ANY  CHICAGO  ILL  476-5573 

KRAMPER  BRUCE  J  Dl  400  N  TAYLOR  OAK  PARK  ILL 

KRASS  JOSEPHINE  HELE  P2  2440  N  SPRINGFIFLD  CHICAGO  ILL  60647   772-8079 

KRASULA  RICHARD  W  G8  6112  S  NARRAGANSET  CHICAGO  ILL  586-4138 

KRATZER  TIMOTHY  4 

KRAUSE  HELEN  E  N4  6620  S  CAMPBELL  CHICAGO  ILL  RE7-2119 

KRAUSE  RICHARD  2  315  DES  PLAINES  FORFST  PK  ILL  366-2784 

KRAUSE  ROBERT  EARL  M2  818  S  W0LC0TT-832B  CHICAGO  ILL  60612   663-8317 

♦KRAUSS  STUART  ALLEN  M3  2121  W  GRANVILLE  CHICAGO  ILL  973-1821 

KRAVITZ  STEVEN  H  P4  6644  N  CALIFORNIA  CHICAGO  ILL  338-1418 

KRAWIEC  MARY  ANN  N4  4546  SO  AVERS  CHICAGO  ILL  523-4947 

♦  KRAY  KENNETH  T  P3  1815  N  18TH  MELROSE  PK  IL  L        343-8148 

♦KRESS  CLARENCE  G  JR  2  310  LATHROP  #106  FOREST  PK  ILL  771-6432 

♦KRESNICKA  DAVID  EDWA  M2  832  S  AUSTIN  OAK  PARK  ILL  848-0106 

KREUZ  JAMES  JOSEPH  02  6614  S  SACRAMENTO  CHICAGO  ILL  778-2814 

KRIAUCIUNAS  LINA  B  Dl  1814  S  50TH  CT  CICERO  ILL  656-2732 

KRIEGMAN  LESLEY  8 


NAME  COLL. 

KRISTOPAITIS    RAYMOND  M3 

♦KRITEK    PHYLLIS    C  G8 

KRIZ    SANDRA    MARIA  ?2 

(CROCK    JOHN    THOMAS  P3 

KROL    TIMOTHY    JOHN  P2 

KROMELIS    FRANK    JOHN  M2 

KRONE    KENNETH    DALE  M4 

KRUBEL    CYNTHIA    A  N2 

♦KRUEGER    JOHN    R  8 

KRUEGER    ROBERT    S  Dl 

KRUGER    RICHARD    CHARL  D2 

KRUSACK    LEO    P  D4 

*KRUSS    KENNETH    ROBERT  P 4 

*KRUSS    LINDA    G  G8 

KRUZAN    WILLIAM    C  01 

*KRYDA    MICHAEL    JAMES  M3 

KRYSTOSEK    RANDALL     J  M4 

KSIAZEK    SHARON    L  P3 

KSIAZEK    THOMAS    L  P4 

KUBICKA    ROBERT    A  M2 

*KUBINIEC    JOHN    W  PI 

KUCHARCHUK    ANDREW  M3 

KUCHAY    KENNETH    S  P3 

KUCZERPA    WILLIAM    G  Ml 

*KUETTNER    MIRTA    G  G8 

♦KUHAR    KENNETH    J  Dl 

KUKULSKI     THOMAS    E  P4 

♦KUMAR    HARSH  8 


STREET    ADDRESS 


CITY    6    STATE       ZIP    CD         PHONE 


5400    W    IOWA  CHICAGO    ILL 

2508    S    CLARENCE  BERWYN    ILL 

3946    N    MARMORA  CHICAGO     ILL 

3342    W    84    ST  CHICAGO    ILL 

818    S    WOLCOTT-710  CHICAGO    ILL 


60651  626-9416 
60402  484-576 
60634  AV6-2235 

60652  434-5243 
60612  663-8265 


818  S  W0LC0TT-303B  CHICAGO  ILL    60612   663-8131 


818  S  WOLCOTT 
318  S  WOLCOTT  #732 
6122  WINTHROP 
6350  N  RIOGEWAY 
809  S  MARSHFIELO 
748  S  OAKLEY  #  2 
1926  W  HARRISON 
1023  S  HOYNE 
10820  S  TRIPP 
10820  S  TRIPP 
2227  S  TROY  ST 
465  YORKSHIRE  SQ 
833  N  HOYNE 
9800  S  KOLMAR 
8732  S  WINCHESTER 
6121  N  SHERIDAN 
6530  N  LAKEWOOD 
5401  S  NARRAGANSET 


CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
OAK  LAWN  ILL 
OAK  LAWN  ILL 
CHICAGO  ILL 
LEMONT  ILL 
CHICAGO  ILL 
OAK  LAWN  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


60612  663-8213 
60612  663-8285 
338-7125 
60645  267-1909 
60612   243-6441 

666-6477 

829-8889 

636-0590 
60453   636-0590 

521-8822 
60439   739-2210 

278-2034 
60453   423-8348 

BE8-3504 
60626  973-4758 
60626 

767-9055 


NAME  COLL.  STREET  ADDRESS  CITY  L    STATE   ZIP  CD    PHONE 

KUMIS  SHIRLEY  JEAN  P4  7948  S  WOLCOTT  CHICAGO  ILL    60620   HU8-1143 

KUNG  SUSAN  PI  823  W  WEBSTER  CHICAGO  ILL    60614   549-4798 

♦KUNZER  MARY  C  G7  1000  S  AUSTIN  BLVD  OAK  PARK  ILL  383-1218 

*KUO  KEN  8 

KURCZ  MARGARET  ERANC  P2  1735  N  MAYFIELO  CHICAGO  ILL    60639   637-2150 

KURPAITIS  JEAN  A  PI  1900  W  POLK  ST  CHICAGO  ILL    60612   633-8467 

♦KURTZ  TERI  L  N2  710  N  LAKE  SHORE  CHICAGO  ILL  649-8610 

KURYWCZAK  JULIE  PI  1118  N  OAKLEY  BLVD  CHICAGO  ILL    60622   486-7371 

KUSEK  JUDITH  CECELIA  G8  809  S  MARSHFIELD  CHICAGO  ILL  243-2992 

KVELLANO  EVEN  CHARLE  M2  818  S  WOLCOTT-705  CHICAGO  ILL    60612 

KWASIBORSKI  THOMAS  J  P4  5850  W  OIVERSEY  CHICAGO  ILL  622-1052 

KWINN  JOHN  F  8 

KWOK  PAUL  HON  HING  P2  818  S  WOLCOTT  CHICAGO  ILL    60612   663-8250 

LABROT  GEORGE  M3 

LACART  JOHN  FRANKLIN  M2  818  S  WOLCOTT-723  CHICAGO  ILL    60612 
LACK  EDWARD  8            8 

LAEGELER  WILLIAM  L  P4  726  S  ASHLAND  BLVD  CHICAGO  ILL    60612   421-8527 

♦LAGER  JEANNE  M  P4  2116  47TH  CT  CICERO  ILL  652-1529 

♦LAIPRASERT  JIRAPUN      8 

LAIRD  THOMAS  A  Dl  818  S  WOLCOTT-827A  CHICAGO  ILL    60612 
LAJVARDI  SEYED-REZA     8 

LAKE  JUDY  R  N4  161  N  AUSTIN  CHICAGO  ILL    60644   626-4579 
LAL  DHEERAJ              8 

LALYRE  YOLANCA  Ml  1509  W  TAYLOR  CHICAGO  ILL    60607   829-7043 

LAM  CLEMENT  YUK  CHI  P2  818  S  WOLCOTT  CHICAGO  ILL    60612   663-8217 

LAM  MING  YAT  PI  818  S  WOLCOTT  CHICAGO  ILL    60612 

LAMB  ROBERT  EMMETT  P4  2521  THATCHER  RIVER  GROVF  I  LL      452-9363 

LAMBERT  GEORGE  HORNB  M3  524  LAKE  ST  OAK  PARK  ILL  383-3691 


MAVF  COLL.     STREET     ADDRESS  CITY    £     STATE  ZIP    CD  PHONE 

LAMBERT    RANDALL     L  P4  2217    N    CLIFTON    AVE  CHICAGO    ILL 

LAMQRCC.HT    P03ERT    H  M4  1976    W    HARRISON  CHICAGO     ILL  60612       243-0643 

LAMMERT    JOHN    M  G9  210     S    CLINTON  OAK    PARK     ILL  60302       848-4501 

LA"VI     CAROL     JFAN  G8  703    W    JJUNIOR    TERR  CHICAGO    ILL                              327-6973 

*LANCER     ROBERT    CRAIG  ^3  459    W    BRIAR    PL  CHICAGO    ILL  60657       979-1350 

LANTGRAFF    NANCY    K  N2  318     S    WOLCOTT-327B  CHICAGO    ILL  60612       663-8152 

*LANF    ALFXANOER  G8  215    S    3R0    AVE  MAYWOOO    ILL  60153       344-8990 

LANG    CAROL     ANN  Ml  547ft    N    LAWLER  CHICAGO     ILL                              736-0459 

LANGF     JA^ES    WILLIAM  07  431    E    RIOGELANO  OAK    PARK     ILL 

*LANGLEY    OONALO    CHARL  02  2500    WINOSOR     MALL  PARK    RIDGE     IL  L                 "825-4244 

*LANS0N    STUART  3 

LANUZA    DOROTHY    M  G7  57M    N    ROCKWELL  CHICAGO    ILL                              784-5531 

LAPIOUS    MARTIN  04  1309    W    FLOURNOY  CHICAGO    ILL  60607       666-4642 

LAPINSKI     ROGFR    J  P4  4412    S    CAMPBELL  CHICAGO    ILL                              847-6616 

LARCE     JANET     LOUISE  N4  818    S    WOLCOTT-509  CHICAGO    ILL  60612       663-3385 

LAROCOUE    JAMES    C  Ml  1109    S    RACINE     ST  CHICAGO    ILL  60607 

*LARSON    CHARLES     H  G7  6S     210    PARK    AVE  HINSDALE     ILL  60521       323-5748 

LASKY     FLLYCE    FEPN  P?  6166    N    SHERIDAN  CHICAGO     ILL  60626       338-7894 

LASKY    JOSEPH    JOHN  P4  4128    S    FRANCISCO  CHICAGO    ILL  60632       FR6-0097 

LAUBER    JOANNE    T  0T4  818    S    WOLCOTT  CHICAGO    ILL  60612       663-8132 

LAURANZON    LUIS     E  P4  1640    BALLENT1NE  WAUKFGAN    ILL                           623-3815 

LAURINE    JAMES    ALLEN  P3  3742    N    SACRAMENTO  CHICAGO    ILL                              421-5714 

*LAVINE    BONNIE    VAN    G  N3  5750    KENMORE  CHICAGO    ILL                              878-0052 

*LAWLER     DEL     FDGAP  Ml  358    S    LOTUS  CHICAGO    ILL  60644       379-7934 

*LAWLER    WILLIAM    MICHA  02  828    N    MASSASOIT  CHICAGO    ILL                             626-1260 

LAWRIE    MARY    JAPDINF  MT4  3810    N    KENMORE  CHICAGO    ILL  60613       LA5-6089 

LAWSHEA    RUFUS  01  818     S    WOLCOTT-817  CHICAGO    ILL  60612 

LAWSON    LAUREN  N4  415    S    LOMBARD  OAK    PARK    ILL 


NAMF  COLL. 

LAZAREVICH  SOPHIA  DAI 
*LAZZARA  JAMES  J         D4 

LEAVITT  RICHARD  4 

LEAVITT  WILLIAM  FRED  02 
*LFBOLD  MARY  M  G8 

♦LEE  CHANG-BUK  8 

LEE  JURESA  CHING  YIN   P2 


STREET  ADDRESS     CITY  C  STATE 
1421  W  ARGYLF        CHICAGO  ILL 
6933  S  CALIFORNIA   CHICAGO  ILL 


ZIP  CD    PHONE 
271-680? 
436-3833 


N2 
PI 

P3 

GS 
M3 
M2 
M2 
M4 


LEE  KAREN  J 

LEE  MARK  C 

LEE  WILLIAM  T 
*LEFEVER  GERALD  S 
♦LEFF  JOEL  RICHARD 
♦LEGRAND  JAMES  ELVIS 

LEHER  GEORGE  EDWARD 
♦LEIFER  KENT 

LEISEBERG  LOREN  EDWA   P3 

LEKICH  SUZANNE         PI 
♦LEMBERT  EDWARD  A        8 

LEMPKOWSKI  LINDA  JOA   N3 
♦LENNON  ROBERT  8 

LEONG  LILY  MAE 
*LFSCHER  THOMAS  J 

LEUNG  DIP  KUEN 

LEVERTON  GARY  MERL 
♦LEVIE  NEIL  MORTON 

LEVIN  RONALD  W 

LEVINE  BARRY  S 

LEVINE  MICHAEL 


7332  N  KARLOV 
10315  S  RHODES 

513  WALNUT  ST  #  13 
818  S  WOLCOTT-309 
10967  S  HOMEWOOD 
8715  S  CLYDE 
3639  N  PINE  GROVE 
1926  W  HARRISON 
227  WASHINGTON 
818  S  WOLCOTT  #705 
2701  S  INDIANA 
122  LEGRANDE 
1900  W  POLK 
1718  FLOURNOY 
3844  W  56  PL 


P4  727  ALDINE 


LINCOLNWOOD  I 
CHICAGO  ILL 


LL 


674-2853 
928-5170 


MAYWOOD 

ILL 

60153 

345-0612 

CHICAGO 

ILL 

60612 

66  3-83  55 

CHICAGO 

ILL 

779-8469 

CHICAGO 

ILL 

606  17 

374-8058 

CHICAGO 

ILL 

549-7305 

CHICAGO 

ILL 

60612 

738-0999 

OAK  PARK  ILL 

60302 

38  3-4304 

CHICAGO 

ILL 

60612 

663-8261 

CHICAGO 

ILL 

60616 

225-0933 

AURORA  ILL 

60506 

TW2-2807 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

666-1576 

CHICAGO 

ILL 

767-3036 

CHICAGO  ILL 


243  W  CERMAK  RD     CHICAGO  ILL 
R  R  #1  ORANGEVILLE  I 

6255  N  SHERIDAN  RD  CHICAGO  ILL 


P2 
D3 
M3 

4 
P4  5926  N  PAULINA      CHICAGO  ILL 

8 


472-4068 

60616   225-8744 

LL  789-4272 

743-7036 

271-3796 


NAME  COLL, 

LEVINE  MICHAEL  LEWIS  Ml 

LEVINE  STEPHEN  M  8 

*LEVINSON  ROBERT  S  G8 

LEVISON  WILLIAM  H  P4 

LEVITAN  KENNETH  MARK  M2 

♦LEVY  FREORIC  J  M4 

♦LEVY  LAWRENCE  M4 

LEVY  LAWRENCE  HARRY  M2 

LFVY  MICHAEL  I  01 

♦LEVY  RONALD  D  04 

♦LEWIN  LYNNE  MARJORIE  G8 

LEWIS  JONATHAN  D  Ml 

♦LEWIS  NANCY  JO  G8 

LEWIS  ROBERT  BURNS  03 

LEWIS  ROGER  8 

LEWIS  WILLIAM  JOHN  M2 

LI  JACK  C  02 

LI  MARIANNE  KWOK  HO  PI 

LIANG  MAUREEN  G8 

LIBERATQRE  ROGER  G  P3 

LIBERG  GAIL  ANNE  0T4 

LICHT  JEFFREY  HAMILT  M2 

LICHTENWALTER  GREGOR  P2 

LIEBENTRITT  FRANCES  G7 

LIEBENTRITT  FRANK  J  M2 

♦LIEBERMAN  DAVID  HOWA  M2 

♦  LIEBERTHAL  ALLAN  S  M4 

♦LIEFER  ALLAN  L  M4 


STREET  ADDRESS     CITY  £  STATE 
818  S  W0LC0TT-632B  CHICAGO  ILL 


10214  S  VANVLISSIN 
5334  GREENWOOD 
19  HARRISON 
4936  GREENWOOD 
7021  N  SHERIDAN  RD 
547  W  SURF  APT  2 
716  S  ASHLAND  AVE 
5301  W  30TH  PL 
1711  GOLF  RD  #107 
805  S  CLAREMONT 
3849  N  CLAREMONT 
2904  N  SEMINARY 

818  S  WOLCOTT 
818  S  WOLCOTT 
818  S  WOLCOTT-202A 
818  WOLCOTT  AVE 
6641  S  KENNETH 
818  S  WOLCOTT  #309 
2112  W  BOWLER 
818  S  WOLCOTT 
7447  S  SHORE  DRIVE 
1023  S  HOYNE 
429  WISCONSIN 
7023  N  SHERIDAN  RD 
2231  S  60TH  CT 


CHICAGO  ILL 
SKOKIE  ILL 
OAK  PARK  ILL 
SKOKIE  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CICERO  ILL 
WAUKEGAN  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


ZIP  CD    PHONE 
60612   663-8253 

374-1969 
966-4861 
848-0235 
673-0016 
60626  973-0794 
929-0983 
HA1-9346 
656-7930 
244-4662 


CHICAGO 

ILL 

60612 

663- 

-8339 

CHICAGO 

ILL 

60612 

66  3- 

-8188 

CHICAGO 

ILL 

60612 

66  3- 

-8127 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

76  7- 

-6581 

CHICAGO 

ILL 

60612 

66  3- 

-8136 

CHICAGO 

ILL 

666- 

-8581 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

221- 

-2098 

CHICAGO 

ILL 

60612 

666- 

-8636 

OAK  PARK  ILL 

38  3- 

-9548 

CHICAGO 

ILL 

60626 

CICERO  ILL 

652- 

-1307 

NAME  COLL. 

♦LIFONTI  GLFNN  JAMES  PI 

*LIFTON  LLOYD  BERNARD  Ml 

LIGGETT  PETER  ERIC  M? 

♦LIGHT  LEE  RAYMOND  Ml 

♦  LIGHTFOOT  THOMAS  SFW  D2 
♦LIGHTFOOT  WILL  IAM  J  G7 
♦LILAGREN  FRANK  F  D4 

LILLICH  DAVID  W  Ml 

LIM  TOH-HENG  8 

♦  LIN  HUN-LIN  G8 
♦LIN  MIN  HSIUNG  8 

LINABURY  KATHERINE  L  N4 

LINO  CHARLES  FREDER I  M2 

♦LINDAHL  KENNETH  8 

UNDER  OWEN  Ml 

LINDER  STEVEN  L  M4 

LINDOW  LARRY  8 

LINDSAY  PATRICIA  MAE  M4 

LINDSTROM  ROBERT  ALL  M3 

LING  JACK  CHIK-PUI  G7 

LINHART  PATRICIA  AGN  N4 

♦LINK  FRANK  R  Dl 

LINK  SUSAN  M  PI 

LINN  LAURA  J  N2 

LINWONG  METH  8 

LIPNIK  STEPHEN  4 

♦LIPTON  JAMES  8 

LISCHWE  CATHERINE  A  Ml 


STRFFT  ADDRFSS 
2221  N  MENARD 
9581  DEE  RD  #2L 
613  VENTURA 
840  S  LOOMIS 
8609  SO  DANTF 
1130  W  18TH  ST 


CITY  C  STATE 
CHICAGO  ILL 
DES  PLAINES  I 
CHAMPAIGN  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
BROADVIEW  ILL 


12822  S  WINCHESTER  BLUE  ISLAND  I 
818  S  W0LC0TT-406B  CHICAGO  ILL 


ZIP  CD 

PHONE 

60639 

622-7169 

LL 

299-1643 

352-6133 

733-4215 

221-7425 

343-7991 

LL 

597-5997 

60612 

818  S  W0LC0TT-511B  CHICAGO  ILL 
800  S  OAKLEY         CHICAGO  ILL 

818  S  WOLCOTT-621   CHICAGO  ILL 
216  W  CENTRAL       CHICAGO  ILL 

214  CIRCLE  AVE  FOREST  PK  ILL 

709  S  ADA  CHICAGO  ILL 

818  S  WOLCOTT-717A  CHICAGO  ILL 

1136  S  WAIOLA  LAGRANGE  ILL 

1413  ALBION  CHICAGO  ILL 

1900  W  POLK-1228  CHICAGO  ILL 

1900  W  POLK-1230  CHICAGO  ILL 


60612   663-8387 


60612   663-8242 
287-0611 

60130  771-7585 
60607  666-3813 
60612  663-8270 
354-0374 
465-8052 
60612  633-1228 
60612   633-8230 


818  S  WOLCOTT-232   CHICAGO  ILL    60612   663-8116 


NAME 

L ISK  PHYLLIS  Y 
♦LITTLE  LOREN  LEE  JR 
♦LIU  HUEY  MA 

LIVERPOOL  SUSAN  D 

LO  MAY  H 

LOCASCIO  LINDA  M 
♦LOCKHART  CHARLES  F 
♦LOFTIN  EUGENE  B 
♦LOGAN  BARBARA  N 

LOGAN  GERALDINE 
♦LOGAN  JOHN  L 
♦LOGIUDICE  CHARLES  A 
♦LOLEKHA  SOMSAK 
♦LONDO  RICHARD  ALLAN 

LONG  MAMIE  J 

LONG  WALTER  KYLE 

LONGWELL  CHARLES  W 
♦LOPATA  MELVIN 
♦LOPEZ  FRANCISCO 

LORENC  ZBIGNIEW  T 

LORENZ  MARY  E 

LORIN  ALLAN  RAYMOND 

LOTT  GAIL  JOYCE 
♦LOVASKO  JOSEPH 

LOVITT  DAVID  HOWARD 
♦  LOWE  ROBERT  JOHN 
♦LUCEK  DONALD  WALTER 


COLL. 

,  STREET  ADDRESS 

CITY  £  STATE 

ZIP  CD 

PHONE 

G7 

1360  E  48TH  ST 

CHICAGO 

ILL 

60615 

285-3530 

G8 

1926  W  HARRISON 

CHICAGO 

ILL 

226-6468 

G8 

2607  N  HOYNE 

CHICAGO 

ILL 

60647 

935-8298 

N2 

7230  S  EBERHART 

CHICAGO 

ILL 

783-0362 

PI 

122  S  ELMWOOO 

OAK  PARK  ILL 

848-4429 

N2 

818  S  WOLCOTT 

CHICAGO 

ILL 

60612 

66  3-8117 

D2 

630  SHERIDAN  SQ 

EVANSTON  ILL 

60202 

328-0251 

Ml 

5818  N  GLENWOOO 

CHICAGO 

ILL 

769-2794 

G7 

901  WEST  ARGYLE 

CHICAGO 

ILL 

60640 

275-8893 

M2 

6751  JEFFERY 

CHICAGO 

ILL 

667-7050 

MA 

547  MARENGO  2ND  FL 

FOREST  PK  ILL 

60130 

771-7288 

04 

832  S  MAPLE  AVE 

OAK  PARK  ILL 

60304 

386-6425 

G8 

809  S  MARSHFIELD 

CHICAGO 

ILL 

60612 

243-7463 

M3 

7425  DIXON 

FOREST  PK  ILL 

369-8374 

N4 

1900  W  POLK  #501 

CHICAGO 

ILL 

60612 

633-7501 

G8 

803  S  LEAVITT 

CHICAGO 

ILL 

243-6793 

Ml 
8 

818  S  WOLCOTT-803 

CHICAGO 

ILL 

60612 

8 
M2 

818  S  WOLCOTT 

CHICAGO 

ILL 

60612 

N2 

5219  S  RICHMOND 

CHICAGO 

ILL 

60632 

RE7-6287 

P2 

5741  SO  MASSASOIT 

CHICAGO 

ILL 

60638 

PU7-3027 

DAI 

3042  LOWE 

CHICAGO 

ILL 

225-1494 

LUCHTEFELD  CHARLES  E   PI 


1013  S  HARLEM  #2B 
25  GILBERT 
717  WASHINGTON 
1204  W  LEXINGTON 
8  18  S  WOLCOTT 


FOREST  PARK  I  LL  366-1206 

CLARENDON  HIL  LS  IL  325-1373 

OAK  PARK  ILL  383-9589 

CHICAGO  ILL    60607  733-1985 
CHICAGO  ILL    60612 


NAME 

COLL 

LUDWIG  MARY  J 

N2 

LUE-CHIN  JANE  M 

G8 

LUECK  ROGER  A 

8 

LULA  BARBARA  A 

N2 

LUM  LINDA  V 

PL 

LUPTON  MARK  CAN  I  EL 

M3 

♦  LUTZ  ISABELLE  J 

N4 

LYALL  ANNE  GORDON 

N3 

STREET  ADDRESS     CITY  £  STATE 
1900  M  POLK-1423    CHICAGO  ILL 
1900  W  POLK  H  1354  CHICAGO  ILL 


ZIP  CO    PHONE 

60612 

606L2   633-835< 


LYNCH  DENNIS  FRANCIS   PI 


LYNGE  BARBARA  J 

LYON  LOUISE  E 
*LY0N  RALPH  LEROY 

MA  JOSEPH  MAN  CHUNG 

MA  KHE-CHING 
*MACDOWELL  LAURA  E 

MACHIAN  GEORGE  R 
♦MACIE  HELFN  J 

MACK  LAURENCF 
♦MACKEY  GARY  J 

MADLER  JEROME  J 

MADSEN  KATHERINE  ANN   N4 
♦MADSEN  STANFORD  K      D3 

MADURA  CAROL  ANN 

MAG8Y  JAMES  MICHAEL 

MAGNUSON  BARBARA  C 
*MAGUIRE  JOHN  A 
♦MAJOR  EUGENE  0 

MAJOR    RAYMOND    ERIC 


5255  S  NEENAH 

1234  W  NORTH  SHORE 

818  S  WOLCOTT 

11615  W  79TH 

1811  N  CLEVELANO 

6441  SO  KOLIN  AVE 

138  N  MENARD 

427  W  DICKENS  #717 

1047: COLLEGE  #13-C 

818  S  WOLCOTT  #421 

818  S  WOLCOTT  #505 

161  N  AUSTIN  BLVD 

3225  WESLEY 

831  W  MONROE 

2947  BRYN  MAWR  AVE 

10458 

2121  OAK  PARK 

1329  62ND  PLACE 

920  W  LAKESIDE 

1900  W  POLK 

612  SHERIDAN  ROAD 

56  12  N  MAJOR  AVE 

2025  S  13TH 

1309  W  ALBION 

818  S  WOLC0TT-2O9B 


CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
LAGRANGE  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
WHEATON  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
BERWYN  ILL 
RIVER  FOREST 
CHICAGO  ILL 
ROSEMONT  ILL 
BERWYN  ILL 
LAGRANGE  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
EVANSTON  ILL 
CHICAGO  ILL 
MAYWOOD  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


60638 

586-4131 

338-7577 

60612 

66  3-8323 

246-3082 

60014 

787-6776 

60629 

P07-4442 

60644 

626-7681 

60614 

018-1000 

665-6768 

60612 

663-8178 

60612 

663-8381 

626-4579 

788-2841 

ILL 

369-7639 

60645 

784-6495 

60018 

60402 

352-1132 

60640 

728-2484 

60612 

633-8435 

60202 

864-7654 

R03-6863 

345-5752 

262-3712 

66  3-8340 

NAME  COLL. 

MAKONKAWKEYOON  S  G8 

♦MALASANOS  LOIS  FOSSE  G8 

MALECKl  FRANCINE  V  P2 

MALEK  GARFY  A  M4 

MALOW  JAMES  BARRY  M 2 

MALTZ  NANCY  SHERRY  PA 

MANASSE  ROBERT  J  Dl 

♦MANCAL  ANIL  8 

MANCFLL  LINDA  BARBAR  N3 

MANGKORNKANOK  M  G8 

♦MANGURTEN  HOWARD  S  D2 

*MANN  GARY  HOWARD  P3 

♦MANN  SYLVIA  ANN  G7 

MANNING  BRADLEY  L  Ml 

MANNING  GREGORY  M  P4 

♦MARBARGER  JOHN  PORTE  M3 

MARBARGER  PETER  DAV I  M2 

♦MARCHUK  JEROME  M  M3 

MARCUM  STEPHEN  B  PI 

♦MARINE  KONRAO  MERLE  D3 

♦MARINFLLO  RICHARD  F  DA 

MARKL  CAROLYN  RITA  P2 

MARKOCKI  EUGENE  STAN  P3 

♦MARKOVICH  SUSAN  C  G8 

MARKS  CARYL  E  G7 

MARKS  THOMAS  GALE  P4 

MARKS  WILLIAM  H  PI 

♦MARLETT  MYRON  M4 


STREET  ADDRESS 
818  S  wOLCOTT 
2839  N  GUSTAVE 
5816  N  SPAULDING 

1926  W  HARRISON 
2831  BALMORAL 
6311  N  ROCKWELL 

818  S  WOLCOTT  #208 
829  S  MARSHFIELD 
7508  N  WINCHESTER 
6720  N  MAPLEWOOD 
5539  S  HARPER 
818  S  WOLCOTT-615A 
8134  W  27TH  ST 
228  S  AUSTIN  BLVD 
394  S  KEN1LW0RTH 
9128  SKOKIE  BLVD 
1305  CEDAR 
7639  W  JACKSON 
11573  S  STATE  ST 
361  WILSHIRE 
901  N  MOZART  ST 
1130  SO  MICHIGAN 
5526  W  AUGUSTA 
4320  WOLF  ROAD 
310  FOX  RUN  DRIVE 
1439  W  FLOURNOY 


CITY  I    STATE  ZIP  CD  PHONE 

CHICAGO  ILL  60612  663-7476 

FRANKLIN  PK  I  LI  455-7728 

CHICAGO  ILL  463-8460 

CHICAGO  ILL  60612  243-2535 

CHICAGO  ILL  60625  L01-4529 

CHICAGO  ILL  973-1489 


CHICAGO  ILL 

60612 

663- 

-8118 

CHICAGO  ILL 

60612 

421- 

-7178 

CHICAGO  ILL 

465- 

-6982 

CHICAGO  ILL 

76  1- 

-5471 

CHICAGO  ILL 

493- 

-4122 

CHICAGO  ILL 

60612 

NO  RIVERSIOE 

ILL 

447- 

-6477 

OAK  PARK  ILL 

386- 

-1267 

ELMHURST  ILL 

60126 

834- 

-0289 

SKOKIE  ILL 

60076 

CENTPALIA  ILL 

532- 

-2709 

FOREST  PARK  I 

LL 

771- 

-7599 

CHICAGO  ILL 

264- 

-3784 

PARK  FOREST  I 

LL 

743- 

-4610 

CHICAGO  ILL 

384- 

-5987 

CHICAGO  ILL 

939- 

-0735 

CHICAGO  ILL 

379- 

-5755 

WESTERN  SPRIN 

GS  IL 

246- 

-1472 

NORTHBROOK  IL 

272- 

-7618 

CHICAGO  ILL 

421- 

-1140 

N4MC  CflLL  . 

MARONIC    JOHN    MICHAEL  P  1 

MARSOFN     DAVID    C  01 

♦MARSHALL    WAYNE     E  G8 

MARSHALL    WILLIAM    P    J  M3 

MARTENS     DENNIS    W  P4 

MARTIN    BARBARA    J  N2 

MARTIN    CAROLE  N4 

MARTIN    DAVID    STUART  Ml 

♦MARTIN    JOHN  8 

MARTIN    KATHLEEN    0  P3 

MARTIN    ROBERT     IRA  M2 

MARTINEAU    PAUL    R  Dl 

♦MARTINEZ    NORBERTO  8 

♦MARTINSON     IDA    MARIE  G8 

MARUDECKI    JOYCE    A  N2 

MARZEC    JOSEPH    A  PI 

MARZO    DAVID    J  Dl 

♦MASEK    GERALD    A  G8 

MASEK    JOANNE    M  N2 

MASON    CIANE    L  N 4 

MASON    EDWARD    LOUIS  Ml 

MASSEY    RICHARD    J  G8 

MASTIN    MARY    KAY  Ml 

♦  MASTIN    WILLIAM    D  P4 

MATEGRANO    VICTOR  M3 

MATHISEN    DOUGLAS    J  Ml 

MATSUNAGA    DAVID    M  P  4 

MATSUO    YOSHIKO  G7 


STREET    ADDRESS 
606     50TH    PLACE 
818    S    WOLCOTT-730 
1926    W    HARRISON 
1167    S    HUMPHREY 
818    S    WOLCOTT 
3536    N    NOTTINGHAM 


CITY    £    STATE  ZIP    CD  PHONF 

WESTERN    SPRIN  GS     IL  246-0872 

CHICAGO    ILL  60612  663-8283 

CHICAGO    ILL  60612  421-0304 

OAK    PARK     ILL  386-0648 

CHICAGO    ILL  60612  663-8326 

CHICAGO     ILL  60634  AV3-6199 


818    S    W0LC0TT-426       CHICAGO    ILL  60612       663-8183 


239    N    MAYFIELD    AVE    CHICAGO    ILL 


MA6-6995 


818  S  WOLCOTT-432   CHICAGO  ILL    60612   663-8189 


8029  SO  MUSKEGON 
3310  W  POTOMAC  AVE 
6929  SO  ARTESIAN 
818  S  WOLCOTT 
168  WOODSIDE 

1941  N  SEDGWICK  ST 
818  S  W0LCOTT-606A 
8425  SO  CENTRAL 
818  S  WOLCOTT-238 
13020  SO  WOOD  ST 
1120  S  MAYFIELD 
23  BERGMANN  CT 
1430  W  CATALPA  AVE 
9901  KEYSTONE 


CHICAGO  ILL  60617  734-7320 

CHICAGO  ILL  SP2-5096 

CHICAGO  ILL  60629  476-3867 

CHICAGO  ILL  60612 

RIVERSIDE  ILL  447-7469 

CHICAGO  ILL  787-6475 

CHICAGO  ILL  60612  663-8230 

BURBANK  ILL  424-1654 

CHICAGO  ILL  60612  663-8116 

BLUE  ISLANO  I  LL  597-6721 

CHICAGO  ILL  60644  626-2876 

FOREST  PARK  I  LL 

CHICAGO  ILL  60640  561-2509 

SKOKIE  ILL  60076  0R6-2411 


NAME  COLL, 

MATTSON  WILL  I  AM  V  PI 

MATUSEWICZ  MICHELLE  0T4 

MATUZAS  WILLIAM  Ml 

♦MAURER  JOSEPH  8 

MAY  DONALD  ROBERT  LE  M3 

MAYBIN  ELAINE  IRENE  P2 

MAYER  JOEL  HFNRY  Ml 

MAYER  LLOYD  ARTHUR  P? 

MAZUROWSKI  DOLORES  L  N4 

♦MCARTHUR  JOHN  CHARLF  D2 

MCCARRON  MARY  E  G7 

MCCARTHY  EDWARD  W  PI 

MCCARTHY  KAY  L  G7 

MCCARTHY  MICHAEL  D  M3 

MCCARTHY  PATRICIA  A  N2 

♦MCCAWLEY  DANIEL  WEBS  D3 

MCCLENAHAN  JAMES  W  2 

♦MCCLOSKEY  JOANNE  M  G7 

*MCCONAUGHY  JOSFPH  C  M2 

♦MCCULLOCH  JAMES  M4 

MCCULLOUGH  THOMAS  N  Dl 

MCDANIEL  PHILIP  LEE  Ml 

♦MCDANIEL  RICHARD  T  G3 

MCDONALD  BRYAN  A  Ml 

MCDONALD  MARILYN  J  MT4 

MCDONALD  MICHAEL  HEA  M2 

MCELROY  DONALD  BRIAN  D2 

MCGEACHIE  ROBERT  EDW  M3 


STREET  ADDRESS 
1919  W  BARRY 
3042  N  SEMINARY 
4245  VFNARD  RO 

1251  W  WESTGATE  TR 
818  S  WOLCOTT-620 
3100  N  LAWNDALE 

817  CLAREMONT 
3935  W  CORTLAND 
999  LINDEN  AVE 
215  N  GARFIELD  ST 

818  S  WOLCOTT 

750  S  WOLCOTT-1232 
131  SO  RIDGELAND 
1116  NINTH 
2535  S  CALIFORNIA 
18040  PARK  AVE 
5455  S  WOODLAWN 
1502  S  GROVE  AVE 
732  S  LOOMIS 
6660  SHADY  LANF  RD 
818  S  WOLCOTT#802A 
92  1  W  19TH  ST 
818  S  W0LC0TT-617A 
818  S  W0LC0TT-613 
1700  VAN  BUREN 
3301  W  66TH  ST 
131  S  RIDGELAND 


CITY  &  STATE  ZIP  CD  PHONE 

CHICAGO  ILL  LA5-3868 

CHICAGO  ILL  60657  281-4065 

DOWNERS  GROVF   ILL  968-9303 


CHICAGO  ILL 

60607 

666- 

-1515 

CHICAGO  ILL 

60612 

66  3- 

-7010 

CHICAGO  ILL 

60618 

JUB- 

-0589 

CHICAGO  ILL 

60612 

733- 

-5671 

CHICAGO  ILL 

243- 

-8916 

WINNETKA  ILL 

446- 

-7142 

LOMBARD  ILL 

6  29- 

-1516 

CHICAGO  ILL 

60612 

66  3- 

-6282 

CHICAGO  ILL 

60612 

633- 

-8232 

OAK  PARK  ILL 

60302 

843-3343 

LAWRENCEVILLE 

ILL 

663- 

-8396 

CHICAGO  ILL 

60608 

247-3010 

HOMEWOOD  ILL 

799- 

-8896 

CHICAGO  ILL 

324- 

-7103 

BERWYN  ILL 

749- 

-2198 

CHICAGO  ILL 

60607 

733-1751 

BURR  RIDGE  IL 

L 

325- 

-1060 

CHICAGO  ILL 

60612 

BROADVIEW  ILL 

60153 

345- 

-5990 

CHICAGO  ILL 

60612 

CHICAGO  ILL 

60612 

66  3- 

-8404 

CHICAGO  ILL 

CHICAGO  ILL 

737- 

-5166 

OAK  PARK  ILL 

848- 

-3843 

NAME  COLL 

MCGEE  PATRICIA  E  N2 

MCGFF  RFALURE  0  N2 

MCGLAVE  PHIL  IP  H  Ml 

MCGURN  BARBARA  N3 

♦MCKFLLER  PETER  8 

MCKENNA  JAMES  M  8 

MCKIEL  ROBERT  R  G8 

♦MCKINNEY  CALVIN  R  Oi 

♦MCKISSIC  EVERETT  8 

MCLEISH  JOHN  ALLEN  P2 

MCLELLAND  BRUCE  ANDR  M3 

MCLENNAN  JUN  G  G7 

MCMAHON  JOAN  C  G7 

MCMANN  BARBARA  JOA  M3 

MCMASTER  VIRGINIA  MA  N4 

MCNELLIS  JOHN  F  Ml 

MCPARTLIN  RICHARD  F  M3 

♦MCPHERSON  JACKIE  LEE  M2 

♦MEAGHER  JAMFS  ARTHUR  02 

MECALL  RICHARD  A  Dl 

MEDAK  RUTH  ELLEN  M2 

MEDE  KARIN  ANN  G8 

MEDEMA  ROSALIE  KAYE  N4 

MEDOFF  ALAN  PI 

MEEK  JAMES  J  PI 

♦MEIER  MILTON  A  8 

MEIER  WERNER  8 

MFLER  REBECCA  A  PI 


STREET  ADDRESS  CITY  G  STATE  7IP  CD    PHONF 

15W  Oil  HARVARD  ST  ELMHURST  ILL  60  126   832-3704 

1900  W  POLK  «1205  CHICAGO  ILL  60612   633-8205 

2155  W  POLK  CHICAGO  ILL  666-7277 

2250  N  CLEVELAND  CHICAGO  ILL  6061*   386-7858 


1900  W  HARRISON     CHICAGO  ILL    60612   829-8921 
8855  S  BLACKSTONE   CHICAGO  ILL  374-6295 


5730  S  TRUMBULL 
521  THOMAS 
6700  S  OGLESBY  605 
8107  S  CLAREMONT 
10216  KENTON 
818  S  WOLCOTT-509 
818  S  WOLCOTT-422B 
9554  LONGWOOD 
19  (  WEBSTER 
1445  W  LEXINGTON 
818  S  WOLCOTT-526 
6820  N  KOSTNER 
1377  W  GREENLEAF 
1534  S  RIDGELAND 
2521  W  JEROME  ST 
7542  FRANKLIN  ST 
1926  W  HARRISON 


818  S  WOLCOTT  #311  CHICAGO  ILL    60612 


CHICAGO  ILL 

60629 

HF4-7673 

FOREST  PK  ILL 

60130 

366-4164 

CHICAGO  ILL 

363-7841 

CHICAGO  ILL 

GR6-2311 

0A".  LAWN  ILL 

424-5179 

CHICAGO  ILL 

60612 

663-8385 

CHICAGO  ILL 

60612 

CHICAGO  ILL 

239-0674 

NAPERVILLE  IL 

L 

355-8410 

CHICAGO  ILL 

421-0445 

CHICAGO  ILL 

60612 

663-8215 

LINCOLNWOOD  I 

LL 

674-8127 

CHICAGO  ILL 

60626 

465-5846 

BERWYN  ILL 

60402 

484-8283 

CHICAGO  ILL 

R01-7254 

FOREST  PARK  I 

LL 

366-1548 

CHICAGO  ILL 

60612 

226-6365 

NAME              COLL.  STREFT  ADDRESS  CITY  E  STATE  ZIP  CD    PHONE 

♦MFLING  DAVID  LEE  04  504  S  COYLER  AVE  OAK  PARK  ILL  348-8529 

MELOUN  JOHN  A  PI  1440  ELGIN  AVE  FOREST  PARK  I  LL       366-2861 

♦MENDFLEWSKI  SUSAN  J  G7  1911  S  57  CT  CICERO  ILL  60650   652-4388 

MENDELSON  HOWARD  Ml  6054  N  CLAREMONT  CHICAGO  ILL  761-3389 

MENOELSON  SERITA  D  N4  818  S  W0LC0TT-407H  CHICAGO  ILL  60612   66  3-8368 

♦MENDIONES  RUPERTO  M4  215  E  CHICAGO  AVE  CHICAGO  ILL  60611   787-3104 

MENENDEZ  CYNTHIA  ANN  N3  2544  N  BURLING  CHICAGO  ILL  60614   528-3291 

MENET  PAUL  S  M3  218  N  CENTRAL  CHICAGO  ILL  376-6786 

MENKE  BARBARA  PI  1900  W  POLK  CHICAGO  ILL  60612   633-8242 

♦MERCHANT  FREDERICK       8 

♦MERCURI  LOUIS  G  G7  426  WESLFY  AVE  #6  OAK  PARK  ILL  60302   848-5481 

MERKIN  ALAN  STEVEN  P3  3017  W  JARVIS  CHICAGO  ILL  60645   R01-0679 

MERKLE  SUSAN  N2  3721  N  NORA  CHICAGO  ILL  777-1757 

MERRIDITH  DONNA  LYNN  N3  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8146 

MERRIMAN  JO  ANN  MT4  4128  S  KONRAD  AVE  LYONS  ILL  60534   447-3408 
MERRITT  JOHN  CARY       8 

MESKE  JAMES  ANTHONY  PI  5515  SO  TRUMBULL  CHICAGO  ILl  434-7223 

MESSINK  WILLIAM  FRAN  M3  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8348 

METCALF  ROBERT  G  Dl  5924  FAIRMONT  WOODRIDGE  ILL  964-5924 

METSKAS  NANETTE  M  G7  232  BLACKHAWK  RD  RIVERSIDE  ILL  447-3680 

♦METSKAS  SCOTT  GEORGE  D3  234  S  MAPLE  OAK  PARK  ILL  848-0846 

MEWAR  SUREN  G7  809  SO  MARSHFIFLD  CHICAGO  ILL  60612   666-9505 

♦MEYER  DONALD  ALBERT  P4  436  W  DIVISION  #4  VILLA  PARK  IL  L       834-7238 

MEYER  EDWARD  R  PI  2201  W  BERWYN  CHICAGO  ILL  60625   878-7188 

MEYER  EUGENE  GIRALD  P4  724  S  OAKLEY  CHICAGO  ILL  421-9355 

MEYER  JACQUELINE  A  N2  818  S  WOLCOTT-610  CHICAGO  ILL  60612   663-8401 

MEYER  JOHN  CHARLES  M2  6527  N  BOSWORTH  CHICAGO  ILL  528-3852 

MEYER  JOHN  WARREN  M2  6527  N  BOSWORTH  CHICAGO  ILL  274-7732 


NAME 

COLL 

MEYER  KARL  ALBERT 

D3 

♦  MEYER  RONALD  LEE 

Ml 

MEYERS  CAROL  A 

M4 

MEYN  NORMAN  PAUL 

G8 

MICHOLS  STEVEN  G 

Dl 

♦MIDOLEKAUFF  LINDA  J 

N4 

*MIGLIOZZl  JOSEPH  A 

G8 

MIKA  MARY  JANE 

G8 

MIKA  WILLIAM  J 

P2 

MIKRUT  BERNARD  ALLFN  G8 

♦MILIAN  ROSA  A  P5 

♦MILLER  ARLENE  GAIL  N4 

♦MILLER  BRUCE  W  8 

♦MILLER  BURTON  8 

MILLER  DENNIS  JOEL  DA 

MILLER  EDWARD  JAMES  P3 

♦MILLER  JACK  J  03 

MILLER  JACK  WAYNE  Ml 

MILLER  JANICE  ANN  N4 

♦MILLER  JEFFERY  LYN  D3 

♦MILLER  JUDITH  BOLEF  0T4 

MILlER  PATRICIA  ELLE  N4 

♦MILLER  PAUL  R  Dl 

♦MILLER  REX  FRANKLIN  P3 

♦MILLER  RICHARD  FREY  Ml 

MILLER  ROBERTA  J  M3 

MILLER  RONALD  H  M4 

♦  MILLER  RONALD  W  P2 


STRFET  ADDRFSS  CITY  £  STATE  ZIP  CD    PHONF 

702  S  MARSHFIELD  CHICAGO  ILL  829-9833 

7714  W  26TH  ST  N  RIVERSIDE  I  LL       447-7103 

2910  LOGAN  BLVD  CHICAGO  ILL  489-7142 

700  JUNIPER  RD  GLENVIEW  ILL  60025   724-4867 

818  S  WOLCOTT-511  CHICAGO  ILL  60612 

1332  W  ESTES  CHICAGO  ILL  761-5836 

809  S  MARSHFIELD  CHICAGO  ILL 

5814  W  NFWPORT  AVE  CHICAGO  ILL  282-7223 

2058  W  23R0  ST  CHICAGO  ILL  927-5473 

3436  N  CLAREMONT  CHICAGO  ILL  60618   281-8017 

1321  1/2  W  ESTES  CHICAGO  ILL  60626   761-3971 


7355  N  WINCHESTER 

726  S  ASHLAND 

11  N  WALLER 

831  S  LAFLIN 

818  S  WOLCOTT  #616 

2525  S  CALIFORNIA 

818  S  WOLCOTT-408W 

1718  W  FLOURNOY 

1040  N  PARKSIDE 

422  E  PINE 

315  DES  PLAINES 

1436  W  FLOURNOY 

6130  N  HARDING  AVE 

340  S  AUSTIN 


CHICAGO 

ILL 

528- 

-7353 

CHICAGO 

ILL 

60607 

721- 

-8527 

CHICAGO 

ILL 

60644 

379- 

-0549 

CHICAGO 

ILL 

60607 

226- 

-0433 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

347- 

-3846 

CHICAGO 

ILL 

60612 

66  3- 

-8369 

CHICAGO 

ILL 

60612 

666- 

-0479 

CHICAGO 

ILL 

BENSENVILLE  I 

LL 

595- 

-9171 

FOREST  PK  ILL 

60130 

CHICAGO 

ILL 

226- 

-5516 

CHICAGO 

ILL 

60645 

538- 

-4509 

OAK  PARK  ILL 

60304 

NAME  COLL 

MILLER  STEVEN  D  D4 

MILLER  THOMAS  PATRIC  M3 

♦MILLER  TIMOTHY  TOD  M3 

MILLER  WESLEY  JAMES 

MILLER  WILLIAM  M  8 

MILLMAN  ELLYN  4 

MILLMAN  GWENN  PI 

MILLMAN  LEONARD  JOEL  Ml 

MILLMAN  MARSHALL  S  G8 

MILLMAN  WILLIAM  L  M3 

MILOS  DENISE  MARIE  P2 

MINARCIK  JOHN  ROBERT  M3 

♦MINGO  JANET  ANN  G7 

MINK  JERROLD  4 

MINKALIS  GERALDINE  J  P3 

♦MINTZ  MICHAEL  R  D4 

MIRECKI  EDMUND  VINCE  P2 

♦MISRA  KABI  P  8 

♦MISUREC  RUDOLF  8 

♦MITTELMAN  DAVID  7 

MITTERMANN  JOHN  ROSS  P4 

MITTLER  JEANNE  ELLEN  M3 

MITTON  GUY  D  2 

♦MOCKUS  MARI  LYNN  N4 

♦  MOCZYNSKI  GERALD  8 

MOEGLE  SUSAN  NORMA  0T4 

MOHAMED  ABDEL  G8 

MOIR  CHARLES  LOUIS  Mi 


STREET  ADDRESS 
105  S  WESLEY 
131  S  RIOGELANO 
115  MARENGO  #22 


CITY  £  STATE  ZIP  CD    PHONE 
OAK  PARK  ILL  383-9226 

OAK  PARK  ILL  848-3843 

FOREST  PARK  I  LL       771-7248 


Ml  818  S  W0LC0TT-806A  CHICAGO  ILL    60612 


6144  N  MOZART 
6144  N  MOZART 
2425  W  BRYN  MAWR 


CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


1P'44  S  VAN  VLISSI  CHICAGO  ILL 

5800  STONY  ISLAND   CHICAGO  ILL 

5708  SO  MONITOR     CHICAGO  ILL 

1156  W  MORSE        CHICAGO  ILL 

9001  S  OGLESBY      CHICAGO  ILL 


60645 

AM2-3533 
784-1157 
ES5-7291 
MI3-9200 
60638  LU5-8741 
60626  764-8271 
375-3812 


3859  W  58TH  PL 
2616  N  ORCHARD 
2940  BEHRNS 


CHICAGO  ILL  60629  LU5-9861 
CHICAGO  ILL  60614  248-5980 
MELROSE  PARK   ILL     455-6389 


6409  S  CALIFORNIA  CHICAGO  ILL  60629  436-6393 

902  S  DUNLOP  FOREST  PK  ILL  60130  771-5732 

809  S  MARSHFIELD  CHICAGO  ILL  60612  666-4417 

6853  W  175TH  PL  TINLEY  PARK  I  LL  532-8606 

3104  POTOMAC  ST  LOUIS  MO  63118  664-9648 

809  S  MARSHFIELD  CHICAGO  ILL  60612  733-7758 

818  S  WOLCOTT-310  CHICAGO  ILL  60612 


name  coll. 

mok  benjamin  wing-bu  p2 

mok  bernard  wing-biu  p4 

♦molis  todo  a  di 

♦monaco  joseph  thomas  ml 

monahan  james  pftfr  ml 

montalbano  catherine  m4 

moore  lee  e  01 

moore  willard  m4 

morgan  abraham  c  pi 

morgan  barbara  j  n2 

♦morgan  burton  m  pi 

morgan  james  alan  ml 

♦morgan  jerome  g  8 

♦morgan  nathaniel  e  ml 

♦morgan  theodore  w  d4 

♦morgan  timothy  m4 

♦morin  martin  8 

morita  bob  marvin  p? 

moritz  michael  t  p3 

MOROWITZ  WILLIAM  A  8 

MORRIS  GEOFFREY  B  01 

MORRIS  MELODE  J  N2 

♦MORRISON  STANLEY  E  Dl 

MOSS  THOMAS  RYAN  D3 

♦  MOULTON  HARLAN  KEITH  M3 

MOY  HELEN  C  PI 

MOY  HOWARD  HOE  PI 

MRAZ  RONALD  W  02 


,  STRFFT  ADDRESS 
2S1T  N  SPAULDING 
2538  N  SPAULDING 
5300  S  KOLIN 
1926  W  HARRISON 

818  S  WOLCOTT 
709  S  LOOMIS  ST 

819  S  W0LC0TT-424 
1621  N  NO  PARK  #? 
5427  W  JACKSON 
2450  S  STATE  #710 
5817  N  KENMORE 
900  EUCLID  AVE 

1926  W  HARRISON 
3017  N  CHRISTIANA 
327  DESPLAINES 

2122  E  21ST  PL 
11610  S  HALE 

101  S  EDWARD  ST 
829  S  MARSHFIELD 
1604  32  AVE 
716  S  ASHLAND 
925  S  WESLEY 
5830  N  RIDGE 
262  W  22ND  PL 
404  HAWTHORNE 


CITY  L    STATE 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 

CHICAGO  ILL 
ELMHURST  ILL 


ZIP  CD    PHONE 
486-0360 

60647   486-0360 

60632   LU1-1678 
733-7761 

60612 

60612   663-8181 

60614 

378-4561 
842-6902 

60626   784-8676 

60126   TE4-6993 


CHICAGO  ILL  60612   666-0770 

CHICAGO  ILL  588-3571 

FOREST  PK  ILL  60130   366-2485 

SAUK  VILLAGE  ILL     758-2679 

CHICAGO  ILL  238-6271 

MT  PROSPECT  I  LL      253-4190 

CHICAGO  ILL  60612   421-6039 

MELROSE  PARK  ILL 

CHICAGO  ILL  HA1-9346 

OAK  PARK  ILL  848-9289 

CHICAGO  ILL  60626   878-3438 

CHICAGO  ILL  60616   225-1651 

ELMHURST  ILL  TE4-5212 


NAME 
*NRTEK  MARSHA  MARIE 

MUOGETT  MEREDITH 
♦MUELLER  GEORGE  H 

MUELLER  ROBERT  A 
*MUHL  2ANE  FRANK 

MU1  BEN  GONG 


COLL.  STREET  ADDRESS 
G8  1414-A  NO  HARLEM 
G8  809  SO  MARSHFIELO 
P4  632  OUANE  ST 
Ml  818  S  WOLCOTT-820A 
G8  345  N  STONE 
P3  3912  CHURCH  ST 


♦  MULLIN  RANDALL  LEWIS  M3  215  B  WASHINGTON 

•NULTACK  JACKIE  LYNN  N4  1700  E  56TH  ST 

MUMFORD  ROBERT  S  04  105  S  WESLEY 

MUNO  RICHARO  CARL  P3  1610  S  AUSTIN  BLVO 

MUNOZ  JOHN  ANTHONY  P2  254  W  31ST  ST 

•HUNTER  CHARLES  WAYNE  02  RR  15  FAHEY  HOLLOW 


MURPHY  ANN  I  ST  E 
MURPHY  MARY  A 
MURPHY  SUSAN  E 
MURPHY  SUSAN  JOYCE 
MURRAY  GARY  HUDSON 

♦MURRAY  JACQUELYN  E 
MURRIE  LINDA  JEAN 
MUSACCHIO  MICHAEL  J 
MVCHOWYCZ  SOPHIE 
MYERS  GERALD  PAUL 

•MVSLINSKI  NORBERT  R 

♦NABER  SARAH  J 

♦NADLER  NORBERT 

♦NAGEL  JAMES  ERIC 
NAGEL  STEVEN  ARTHUR 
NAGELE  DAVID  C 


PI  4357  W  CULLERTON 

G7  614  W  SURF 

N2  1005  OEWEY 

N4  8235  S  WOLCOTT 

02  716  S  ASHLAND 

G7  947  SO  GROVE 

N4  818  S  WOLCOTT 

PI  815  E  168TH  ST 

N2  4239  S  CALIFORNIA 

M3  4  HARVARO 

G8  132  S  MENARD  AVE 

N4  1616  MAIN  ST 

8 

8 
M3  2121  N  SHEFFIELO 
D4  130  W  WALLER 


CITY  C  STATE 

i\p  cd 

PHONE 

RIVER  FOREST 

ILL 

369-7763 

CHICAGO  ILL 

GLEN  ELLYN  IL 

L 

469-3071 

CHICAGO  ILL 

60612 

LAGRANGE  PK  I 

LL 

354-4266 

SKOKIE  ILL 

0R6-9725 

OAK  PARK  ILL 

60302 

848-1656 

CHICAGO  ILL 

MU4-7667 

OAK  PARK  ILL 

60302 

38  3-9276 

OAK  PARK  ILL 

60304 

38  3-8465 

CHICAGO  ILL 

60616 

842-8137 

E  PEORIA  ILL 

699-1300 

CHICAGO  ILL 

762-2686 

CHICAGO  ILL 

525-5249 

EVANSTON  ILL 

866-9245 

CHICAGO  ILL 

TR3-9180 

CHICAGO  ILL 

HA  1-9346 

OAK  PARK  ILL 

60304 

386-9238 

CHICAGO  ILL 

60612 

663-8376 

SOUTH  HOLLAND 

ILL 

339-5965 

CHICAGO  ILL 

60632 

LA3-2367 

OAK  PARK  ILL 

60304 

848-9329 

CHICAGO  ILL 

261-2438 

EVANSTON  ILL 

328-8658 

CHICAGO  ILL 
CHICAGO  ILL 


472-3338 
379-0275 


NAME  COLL.  STREET  AOORESS  CITY  f.  STATF  ZIP  CO    PHON^ 

NAHLIK  RICHARD  L  PI  2216  6TH  AVF  NORTH  RIVFRSI  OF  IL   447-7635 

NAIL  FLORFNCF  L  N2  818  S  WOLCOTT-319A  CHICAGO  ILL  60612   663-8144 

♦  NAIR  JOANN  EVE  G7  1212  E  48TH  ST  CHICAGO  ILL            268-2078 
♦NAJJAR  SAKIB  M  8 

NAMOFF  ANTHONY  03  716  S  ASHLAND  CHICAGO  ILL            HAl-9346 

♦NASENBENY  JEROME  AND  M3  729  SO  HIGHLAND  OAK  PARK  ILL           383-7548 

NASRALLAH  JOANNE  N2  818  S  WOLCOTT-204  CHICAGO  ILL  60612 

♦NATHAN  DFVA  R  G7  2800  N  LAKE  SHORE  CHICAGO  ILL  60657   248-6691 

NAVARETTE  SUSAN  G  N2  3508  N  FREMONT  ST  CHICAGO  ILL  60657   525-1349 

♦NAYDEN  JOHN  8 

NFFF  BEVERLY  JUNE  N4  818  S  WOLCOTT  #205  CHICAGO  ILL  60612   663-8124 

♦  NEGLIA  THOMAS  GUY  M3  303  PLAINFIELO  RD  LAGRANGE  ILL  354-3932 
NFIDHART  KENNETH  DON  D3  6141  W  WAVELAND  CHICAGO  ILL  60634  725-1746 
NEIKIRK  JANET  K  N2  818  S  W0LC0TT-613  CHICAGO  ILL  60612   663-8404 

♦NEIMAN  ABRAHAM  1  2744  W  WINNEMAC  CHICAGO  ILL            SU4-0313 

NEIRA  RICHARD  LOUIS  P2  813  SO  WOLCOTT  106  CHICAGO  ILL  60612   663-8322 

NEKOLNY  PAMELA  J  0T4  4549  S  CENTER  AVE  LYONS  ILL  60534   447-7078 

♦NELLI  KENNETH  WAYNE  P3  628  N  PARKSIOE  CHICAGO  ILL            287-2969 

NELSEN  PHILIP  THOMAS  M2  742  N  LECLAIRE  CHICAGO  ILL 

NELSON  DANIEL  BRENT  M3  746  S  WESLEY  PARK  RIDGE  IL  L 

NELSON  DIANE  CAROL  MR4  1500  W  FARWFLL  #3E  CHICAGO  ILL  60626   764-2251 

NELSON  KENNETH  RICHA  M3  5800  S  STONY  IS  CHICAGO  ILL           MI3-9200 

NELSON  RODNEY  B  M4  R.T  2  BOX  344  ST  CHARLES  IL  L       JU4-0184 

NEMKOV  MELVIN  BRUCE  M2  4255  W  LYONS  SKOKIE  ILL             679-0030 

NEU  MATTHEW  THOMAS  Ml  818  S  W0LC0TT-415B  CHICAGO  ILL  60612 

NEUMANN  GAIL  D  N2  818  S  WOLCOTT  CHICAGO  ILL  60612 

♦NEUMANN  JOHN  E  P4  2005  SO  16TH  BROADVIEW   IL  60153   345-4465 

NEWELL  WILLIE  LEE  G8  818  S  W0LC0TT-532A  CHICAGO  ILL  60612   663-8221 


NAME  COLL.  STREET  ADDRESS  CITY  I    STATE  ZIP  CD    PHONE 

NEWMAN  JOHN  LOWELL  M3  746  S  WESLEY  OAK  PARK  ILL 

NEWMAN  JUDITH  T  HI  750  SO  WOLCOTT  CHICAGO  ILL            633-8267 

NFwSOME  FDDIE  L  III  M3  9618  SO  GREEN  CHICAGO  ILL            239-1698 

NEWTON  MICHAEL  ALLFN  Ml  818  S  W0LC0TT-405  CHICAGO  ILL  60612 

NICHOLFS  8RENDA  K  08  1366  S  FINLEY  RD  LOMBARD  ILL            629-4610 

NICHOLS  "FTER  M4  818  S  W0LC0TT-630A  CHICAGO  ILL  60612   663-8251 

NICHOLS  REUBEN  T  Ml  6549  S  ELLIS  CHICAGO  ILL            4^3-7992 

♦NICHOLS  RONALD  L  8 

NICHOLS  STEVE  G  01  1647  W  63RD  ST  CHICAGO  ILL            778-7480 

NICKEL  VERNA  M  G7  3950  N  LAKF  SHORE  CHICAGO  ILL            281-0504 

*NICCSIA  SANTO  V  G7  300  N  STATE  ST  CHICAGO  ILL            321-0634 

NIECHAIEC  EDWAPD  J  PI  5825  SO  OAK  PARK  CHICAGO  ILL            586-7912 

NIEKRASZ  MARK  J  D4  2042  W  WALTON  CHICAGO  ILL            384-0283 

♦NIELSEN  FRFIDA  F  N4  3811  DEMPSTER  CRT  DESPLAINES  IL  L       827-3367 

NIEMI  VINCFNT  BRIAN  PI  818  S  WOLCOTT-5028  CHICAGO  ILL  60612   663-8194 

♦NJRDLINGER  EDWIN  L  Ml  1003  S  LYMAN  AVE  OAK  PARK  ILL  60304   848-1837 

NIRVALA  BHOOMPALAM  fl 

NISHINO  MIZUHO  1  1900  W  POLK  CHICAGO  ILL  60612   633-8417 

NIXON  LEILANI  L  G3  1926  W  HARRISON  CHICAGO  ILL  60612   421-7923 

NIXCN  LINDA  JOY  0T4  818  S  WOLCOTT  #305  CHICAGO  ILL  60612   663-8351 

NNYOMBI  STEPHEN  H  P4  5473  S  INGLESIOE  CHICAGO  ILL  60615   752-1388 

*NOFFSINGER  KENNETH  A  M3  3238  S  WISCONSIN  BERWYN  ILL            788-6885 

♦NGNNENMANN  PHILIP  02  1144  WASHINGTON  OAK  PARK  ILL 

NOONE  ROBERT  VINCENT  03  1510  W  POLK  CHICAGO  ILL            226-3125 

NOPARSTAK  CAVIO  Ml  7463  MARSHFIELO  CHICAGO  ILL            973-7177 

*NORRIS  MARILYNN  A  N5  324  N  MARION  OAK  PK  ILL             383-2753 

NORPIS  RFBECCA  MAY  8 

♦NORTON  THOMAS  F  8 


NAMF              COLL.  STRFFT  ADDRESS  CITY  £  STATF  ZIP  CO    PHONF 

NOVAK  FLAINF  SUSAN  (1 T  4  9725  S  KARLOV  #104  OAK  LAWN  ILL  60451   425-8120 

♦NOVAK  FREDERICK  F  04  1926  W  HARRISON  CHICAGO  ILL  421-0619 

♦NOVOTNEY  ROBERT  L  OR  1527  W  FARWELL  CHICAGO  ILL  764-0413 

NOWACZYK  CHRISTOPHER  PI  17812  ESCANABA  AVE  LANSING  ILL  474-4134 

NOWAK  JOHN  ROBERT  P2  15124  CHESTNUT  LN  OAK  FOREST  IL  60452   687-1588 

NOWAK  SUSAN  MARIE  Ml  874  W  LILL  AVE  CHICAGO  ILL  60614   528-7?31 

NOWAKOWSKI  ELIZABETH  P3  1703  W  ALBION  AVE  CHICAGO  ILL  60626   338-4131 

*NUTLEY  PFTER  B 

NYAKO  RICHARC  A  G8  5220  S  OREXEL  CHICAGO  ILL  491-4777 

♦OAKES  SALLY  8 

♦OATHOUT  DANIEL  FUGEN  M2  255  F  GRAND  #5  B0UR30NNAIS  I  LL      932-3486 

OBALDO  SILVERIO  8 

*03ERG  BARBARA  ANN  MR4  939  S  FLMWOOD  OAK  PARK  ILL  848-9642 

♦08ERN0LTE  RONALD  P  GR  829  S  ^ARSHFIELD  CHICAGO  ILL  226-7118 

08MA  ROBERT  8 

OBRIEN  JOHN  FRANCIS  02  720  S  OAKLEY  CHICAGO  ILL  HA1-925P 

03RIEN  SHARON  ANN  P2  14812  S  SACRAMFNTO  POSFN  ILL  60469   388-5632 

OCHOCINSKI  JOHN  CHAR  P3  5230  S  NATCHFZ  CHICAGO  ILL  60638   586-9253 

♦OCCNNOR  GERALD  JAMES  M2  1703  W  CATALPA  CHICAGO  ILL  561-6654 

♦OCONNOR  TIMOTHY  DAVI  M3  6813  N  RIDGE  BLVD  CHICAGO  ILL  971-5532 

ODEN  ALLEN  D  P2  7259  S  RIDGFWAY  CHICAGO  ILL  60629   582-3894 

ODOWD  JAMES  4 

OFARRELL  MARGUERITE  N2  4.642  W  GPACE  ST  CHICAGO  ILL  777-4471 

OH  MOON  JU  PI  3254  N  OAKLEY  AVE  CHICAGO  ILL  60618   525-4208 

OJEDA  GILBERT  P  G8  1429  W  LEXINGTON  CHICAGO  ILL  733-7231 

OKADA  FLOYD  8 

♦OKEEFE  CAROLYN  HERMA  N4  342  N  AUSTIN  OAK  PARK  ILL  60302   386-7750 

OKEEFE  GERALD  S  8 


NAME              COLL.  STREET  ADDRESS  CITY  &  STATE  ZIP  CD    PHONE 

•3K0NMAH  PETEO  j  o?  6638  S  UOOOLAWN  CHICAGO  ILL  60637   684-1745 

♦OLANDFR  ROGER  M  Ml  142-4  HARRISON  ST  OAK  PARK  ILL 

OLEMCK  GREGORY  JOSE  D3  2706  S  59TH  CT  CICERO  ILL  60650   652-4933 

HLFNYCH  MARIANNE  N3  818  S  WOLCOTT  #314  CHICAGO  ILL  60612   663-8360 

OLIVER  R'JTH  JOAN  N3  536  N  VINE  ST  HINSDALE  ILL  FA5-1229 

OLSON  WILLIAM  MARVIN  M3  1230  *  FLOURNOY-2  CHICAGO  ILL  243-4053 

*U'lrS  RICHARE  DEAN  Ml  1*0  MARENGO  #102  FOREST  PK  ILL  60130   366-2098 

I  EY  3GRNARD  FDWA  M3  1230  ELOURNOY  ST  CHICAGO  ILL  60607   243-4058 

DMALLEY  JOHN  MARTIN  M2  2214  OAYTON  ST  CHICAGO  ILL  60614   GR7-6U0 

ONEILL  ROBERT  LANE  02  818  S  WOLCOTT-205  CHICAGO  ILL  60612   663-8336 

ONG  DAVID  H  PI  6220  N  PAULINA  CHICAGO  ILL  274-7512 

♦ONYFMELUKWE  IJEOMA  \  P4  1926  W  HARRISON  ST  CHICAGO  ILL  60612   733-5612 

OPEL  DONALD  C  "4  5800  S  STONY  IS  CHICAGO  ILL  Ml  3-9200 

OROURKE  THOMAS  C  02  10418  S  CAMPBELL  CHICAGO  ILL  HI5-3329 

ORTEGA  JOSE  A  01  2111  W  GRANVILLF  CHICAGO  ILL  764-0947 

OHYHON  HARRY  WILLIAM  03  716  S  ASHLAND  CHICAGO  ILL  HA1-9346 

OPZECHOWSKI  JOCELYN  N4  4430  S  ST  LOUIS  CHICAGO  ILL  247-4684 

*OSRORNE  GEORGE  SHEPA  03  621  S  MAPLE  AVE  OAK  PARK  ILL  383-8774 

OSTFNOORF  RICHARD  JA  M2  6554  S  CALIFORNIA  CHICAGO  ILL  60629   925-7026 

OSTFPBUR  NANCY  LOUIS  N4  818  S  W0LC0TT-415  CHICAGO  ILL  60612   663-8376 

OSULLIVAN  MARTIN  JAM  M3  724  S  ASHLAND  3LVD  CHICAGO  ILL  60607   SF3-9559 

OUPEP  JANFT  R  PI  6510  W  FAIRFIFLD  BERWYN  ILL  60402   788-4253 

OVERCASH  PAUL  DONALD  P2  250  CONSTITUTION  AURORA  ILL  892-2191 

PACKER  SHARON  S  Ml  725  S  LAFLIN  CHICAGO  ILL  60607   421-2595 

PAGEL  LAURA  C  M4  1926  W  HARRISON  CHICAGO  ILL  60612   666-3963 

PAGOPIA  SHARON  P  N2  1900  W  POLK-1405  CHICAGO  ILL  60612   633-8405 

PAIGE  JR  JOHN  S  04  3529  RAYMOND  AVE  BROOKFIFLD  IL  L       485-3307 

♦PAINTER  GREGG  LEE  03  619  S  GUNDERSON  OAK  PARK  ILL  60304   383-2034 


NAME                                   COLL.     STREE1     AHOrtsS  CITY    L     STATF  ZIP    CO          PHONF 

PAISLEY    JAMFS     FDWARD  03    61??    N    KEDVALE     AVF  CHICAGf)     ILL  736-7196 

PALM    CVNTHIA    ANN  GT«     818     S    KOLCOTT     <M30  CHICAGO    ILL  60612       66  3-8155 

*PAI  VER    KATHRYN    M  N4     10836    S    GRFFN  CHICAGO     ILL  928-0698 

♦PANFLLA    RONALD    LEE  M?     3026    W    BFLDEN  CHICAGO     ILL  384-5178 

PANG30RN    THOMAS    G  P3     15018    GRAMT    ST  OOLTON     ILL 

*PANOZZO     ALBFRT    JAMFS  P4     1  IP  1 4    S    LAFAYETTF  CHICAGO     ILL  606?8       264-406? 

PANUSARN    CriAROFN  8 

PANZICA    PATRICIA    MAR  "2     19?6    U    HARRISON  CHICAGO     ILL  60612       241-5156 

♦PAPPAOIS    HAROLYN    LEE  G7     I     E     SCHILLFR  CHICAGO    ILL  787-3188 

PAPROCKI     JAMES    *  PI     3001    W    CFR*AK     RD  CHICAGO    ILL  521-4414 

PAREIGIS       ALEXANOFR  M2     1926    S    48TH    CT  CICERO    ILL  60650        863-3019 

PARIKSHAK     CEVENDRA    D  G7     1414    W    PRATT  CHICAGO    ILL  60626       761-2154 

PARKER    CONNIE    LOU  M2    74«    S    OAKLFY    RLVO  CHICAGO    ILL  60612 

PARKER    JAMFS    M  P4    4901    W    MONTANA  CHICAGO     ILL  639-9267 

PARKS     CLARA    LEE  MT4    818    WOLCOTT    #331  CHICAGO    ILL  60612       663-8156 

♦PARKS    LANCE    KENNETH  M3    1344    W    GRENSHAW  CHICAGO    ILL  666-0502 

PARKS    RUSSELL    L  04     1246    S    AUSTIN    8LVD  CICFRO     ILL  60650       652-2651 

PARSONS    GREGORY    J  01     716    S    ASHLANO    AVE  CHICAGO    ILL  HA1-9346 

PARSONS    LYNN    ELLEN  MT4    813     S    WOLCOTT-409  CHICAGO    ILL  60612       663-8370 

*PARTAK     RORERT    J  04    905     S    LAFLIN     ST  CHICAGO     ILL  421-6916 

PARTYKA    RAYMOND    E  P4    4949    N    NATCHEZ  CHICAGO    ILL  60656       775-6822 

PASQUALE    PAUL    MICHAE  ?3    726    S    ASHLAND  CHICAGO    ILL  60612       421-8527 

PASTER    ROBERT    M  Ml    460    ST    JAMES  CHICAGO    ILL  348-5647 

*PATA4_INGHUG    JESUS  8 

*PATANO    THOMAS    J  P4    41    CAMBRIDGE  DEERFIELD     ILL  60015       945-2307 

PATCN    JOHN  8 

PATRONAGIO    JAMES    M  D2    818    S    WOLCOTT-205  CHICAGO    ILL  60612 

PATRONAS    NICHOLAS  8 


NAMC              >  HI.  STRFFT  ADDRESS  CITY  C  STATE  ZIP  CD    PHONF 

*r>FRPFR  HICHAM  STFPH  03  6?34  HOYNI  CHICAGO  III  7M-9310 

* PERRY  RICHARD  EARL  Ml  60  1  S  HANNAH  AVE  FORFST  PK  ILL  60130   366-?574 

PFSTLF  LYNN  ARL EN  0?  818  S  WOLCOTT  CHICAGO  ILL  60612   663-828? 

PETERSEN  30NNIE  L  N4  809  S  MARSHFIFLD  CHICAGO  ILL  666-238? 

PFTERSFN  a'ILLIAM  M4  800  S  OAKLFY  CHICAGO  ILL  60612   733-7454 

*PFTFRSON  ALAN  CARL  02  5207  N  RESERVE  CHICAGO  ILL  60656   693-7601 

PFTCRSON  CHARLES  EDW  M 2  847  S  LYMAN  OAK  PARK  ILL 

PETERSON  CRAIG  NEIL  P4  1??6  MORGAN  AVE  LAGRANGE  PARK  ILL    352-1462 

♦PETERSON  OARRYl  R  G8  6717  N  OXFORD  AVF  CHICAGO  ILL  60631   631-5261 

PETERSON  JOSEPH  K  PI  3280  N  FLSTON  CHICAGO  ILL  C07-8507 

PETERSON  LARRY  D^AN  Ml  818  S  WOLCOTT-506A  CHICAGO  ILL  6061? 

♦PETERSON  WARRFN  R  04  2S-074  GLEN  AVE  LOMBARD  ILL  629-3131 

PETROSFLLI  DAVID  ALm  D3  1630  BROADWAY  MFLROSF  PARK  ILL     FI4-1783 

♦PETROVICH  LAWRENCE  J  M3  5049  N  SHERIDAN  CHICAGO  ILL  784-3532 

PETROVSKIS  RUTA  S  N3  26  18  N  MONTICFLLO  CHICAGO  ILL  DI2-B292 

♦PETTITT  DAVID  M4  1803  S  15TH  AVE  BROADVIEW  ILL  345-1937 

PFEFFINGER  LANDRUS  L  G7  3122  SO  ANN  DR  JOLIET  ILL  436-6610 

♦PFEIFF  JAMES  LOUIS  «3  7625  W  HARVARD  FOREST  PARK  I  LL 

PHANICHPHANT  SOPHON  G8  2001  S  5TH  AVE  MAYWOOD  ILL  343-1352 

♦PHILLIPS  JAMES  ELLIS  M2  452  A  N  AUSTIN  OAK  PARK  ILL  60302   848-6181 

PHILLIPS  JOHN  WILLIA  M?  847  S  LYMAN  OAK  PARK  ILL 

PHILLIPS  MICHAEL  P  Ml  818  S  WOLCOTT-527  CHICAGO  ILL  60612   663-3216 

♦PHOUNGCHERDCHOO  P  8 

PIAZZA  DANIEL  HALLER  M3  1251  WESTGATE  TERR  CHICAGO  ILL  60607   666-1515 

♦PICKFORD  LARRY  BRUCE  M2  736  S  HIGHLAND  OAK  PARK  ILL  386-6478 

PIERSALL  LINDA  SUE  N3  1900  W  POLK-1358  CHICAGO  ILL  60612   633-8358 

PIETROWSKI  CATHERINE  P4  712  N  GARFIELD  LOMBARD  ILL  60148 

PIETRUSZKA  BARBARA  M  P4  13237  BUFFALO  AVE  CHICAGO  ILL  646-4361 


NAMF  COLL.     STRFFT    AODRFSS  CITY    £    STATF  ZIP    C"  PHONE 

PIGNATA30    FRANCES    A  N?     1? 16    ELSIE     DR  MELROSE     PK     IL  L  344-4036 

PINF    JAY    NOLAN  °2    6921    N    KFNNETH     AVE  LINCOLNWOOO     I  LL  674-2686 

*PINF    MARTIN  8 

♦PINES  ROBERT  JOHN  M3  626  S  AUSTIN  BLVD  OAK  PARK  ILL  386-6570 

PIROS  JAMES  4  3043  OLIVE  RO  HOMEWOOO  ILL  60430 

PISHA  OOROTHY  LY  N4 

♦PISTERMAN  SFRGE  8 

PITT  MARDA  L  N3  1236  W  ROSEMONT  CHICAGO  ILL  338-1792 

♦PLASSCHF  WALTFR  M       8 

♦PLATT  ALICF  8 

PLATT  LOIS  M  N2  813  S  WOLCOTT  #221  CHICAGO  ILL  60612   663-8105 

♦PLATT  STEPHEN  M  Ml  6925  PERSHING  *3A  STICKNEY  ILL  60402   738-1507 

PLOTKE  JOHN  M4  3^50  LAKE  SHORF  OR  CHICAGO  ILL  GR2-6303 

♦PLUNKETT  MICHAEL  JOS  M3  6608  NEWGARO  CHICAGO  ILL  743-3790 

PLUTA  PAUL  LOUIS  G7  5828  W  HIGGINS  CHICAGO  ILL  60630   KI5-5855 

PO  PO-HING  DAISY  PI  818  S  WOLCOTT-202B  CHICAGO  ILL  60612   663-8127 

♦PODJASEK  JILL  H  N4  334  S  KENILWORTH  OAK  PARK  ILL  843-4697 

POEPLAU  JOACHIM  JOSE  P3  318  S  WOLCOTT-211  CHICAGO  ILL  60612   663-8342 

♦POGUE  CHARLES  3 

POKIN  GARRY  PI  2861  W  85TH  PLACE  CHICAGO  ILL  WA5-0460 

POLI  JOANN  LAURETTA  P2  818  S  WOLCOTT  CHICAGO  ILL  60612 

♦  POLICH  SHIRLEY  MAE  N't  4605  FISHERMAN  TER  LYONS  ILL  447-5624 

POLLINA  RAYMOND  A  04  5600  N  NATOMA  CHICAGO  ILL  R03-0446 

POLLNOW  ROBERT  F  M3  2326  W  48TH  ST  CHICAGO  ILL  347-7877 

POLLOCK  FREDERIC  H  Ml  2103  SFMINARY  CHICAGO  ILL  248-1703 

POLLYFA  EDWARD  JAY  Ml  818  S  W0LC0TT-409  CHICAGO  ILL  60612   663-8168 

POMORANTZ  DANIEL  IRW  P3  1536  W  FARGO  CHICAGO  ILL  BR4-5371 

POMYKALA  ALBERT  D  G8  918  MAGNOLIA  DRIVE  JOLIET  ILL  725-5417 


NAME  COLL. 

POND  GERALD  4 

PON  INSK  I  PHYLLIS  ANN  N3 

PONSLER  JAMES  R  D4 

♦PONTICELL  BARBARA  J  N4 

POPKO  RICHARD  ALLEN  M2 

POPOVICH  NICHOLAS  C  G6 

POPOV ICH  PENNY  A  G7 

POPOVICI  VERONICA  PI 

♦  POPPER  MICHAEL  S  M4 
PORTER  RICHARD  JAMES  P3 
PORTER  SUSAN  cLAINu  P3 
PORTMAN  HERCHEL  P3 

*POSEGATE  ROBERT  8 

♦POTTS    DAVID    PHILIP  D2 

♦POTTS    LORRAINE    D  P3 

POULTON    MARY    S  OTA 

PRATT    WALLACE    ROY  G8 

PRAZAK    RICHARD    ALLEN  M2 

♦PRICE    LEE    JEFFRY  M3 

PRIES    JAMES    MARVIN  M2 

PRIMMER    PAULA    ANN  N4 

PRIORE    NANCY    E  N2 

PRITZKER    EDWARD    B  Ml 

PROKOP    LEOTA    M  N2 

PROPST    ANOREA.W  N4 

♦PROSKE    ANTHONY    EDWAR  M3 

♦  PRUDENCIO    RAMJ.RO  8 
♦PSCHIRRER    JOHN    T  D2 


STRfceT     ADDRESS 

818  S  WOLCOTT 
34  1  S  hUMPHREY 
517S  w  63RD  PL 
803  S  LEAVITT 
5934  S  HONORE 
3950  LAKE  SHORE  DR 
3053  CHELTEN  LN  PL 
519  S  MAPLE 
328  S  MAPLE  APT  3H 
1700  W  VAN  BUREN 
9308  TRIPP 

1028    S    OAK    PK    AVE 
10  28    S    OAK    PARK 
818    S    WOLCOTT    #304 
818    S    WOLCOTT 
850    S    LOOM  IS 
630    S    AUSTIN    #2- A 
7650    WILCOX    ST 
818    S    WOLCOTT    #405 
818    S    WOLCOTT 
818    S    WOLCOTT-622 
59  2   COLUMBINE    AVE 
161    N    AUSTIN 
927   CIRCLE    AVE 

2105  S  5TH  AVE 


LT  r   C  STATE   ZIP  CD    PHONE 


CHI  AGO  ILL 

60612 

66  3-8146 

OAK  PARK  ILL 

9255 

CHICAGO  ILL 

P07-5841 

CHICAGO  ILL 

243-6793 

CHICAGO  ILL 

476-4916 

CHICAGO  ILL 

472-2048 

CHICAGO  ILL 

60649 

721-3965 

OAK  PARK  ILL 

60304 

383-2489 

OAK  PARK  ILL 

60302 

848-3986 

CHICAGO  ILL 

60fil2 

421-2029 

SKOKIE  ILL 

60076 

673-9328 

OAK  PARK  ILL 
OAK  PARK  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
OAK  PARK  ILL 
FOREST  PK  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
LISLE  ILL 
CHICAGO  ILL 
FOREST  PARK  I 

MAYWOOD  ILL 


383-9377 

383-9377 

60612   663-8132 

226-0045 
787-1173 
60136  366-0261 
60612  66  3-8366 
60612  663-8109 
60612 

60532  968-7769 
60644  626-4579 
LL      369-6164 

345-8918 


NAME  COLL. 

PTACEK    JANICF    A  N2 

PUCH    MARIANNE    M  N2 

PUCHALA    DONALD    J  PI 

PUESCHEL    JAMES    B  Dl 

PURTELL    THOMAS    JOHN  PA 

PUTERA    EDWARD    CARL  PA 

PYEVICH    DANIEL    JOSEP  D3 

QUEBBEMAN    EDWARD  3 

♦QUINTOS    MYRNA  M8 

RA    JONG    MANN  D2 

RABENS    RICHARD    B  MA 

RACKAUSKAS    GREGORY    G  Dl 

RACKI    ANTHONY    JOHN  Ml 

RADEKE    ROGER    DAVID  PA 

♦RADWAY    PAUL    RAYMOND  G7 

RADZEWICZ    PATRICIA    L  N2 

RAFOTH    THOMAS    JAY  M2 

RAGAN    CHRISTINE    E  DAI 

RAHN    ADA    CHRISTINA  G8 

RAJALA    SHARON    ANN  G7 

RAK    JANICE    ANN  OTA 

RAMACHANDRAN    C    P  8 

♦RAMALEY    BEN    DUNCAN  M2 

RAMEY    MARY  8 

♦RAMIREZ    LINCOLN    F  MA 

RANDALL    DENNIS  M2 

♦RANDELL    STEVEN    R  G7 

♦RASMUSSEN    PETER    A  MA 


STREET    ADDRESS 
6135    W    MELROSE 
818    S    WOLCOTT-327 
1333    W    HURON    ST 
818    S    WOLCOTT-515 
10516    S    WOOD 
7AA8    N   OTTAWA 
818    S    WOLCOTT 


818    S    WOLCOTT 
7911    CENTRAL    AVE 
818    S    WOLCOTT^A28 
818    S    W0LC0TT-633B 
850    DEWITT 
633    S    LAFLIN 
3202    LOUIS 
8A7    S    LYMAN    AVE 
1900    W   CULLERTON 
1112    W   TAYLOR 
720    N    WABASH 
39A1    S    TALMAN    AVE 

63A3    N    LAKEWOOD 

16A9    E    50TH 
23A9    N    CAMBRIDGE 
3A25    W    HOLLYWOOD 
358    S   LOTUS 


CITY    £    STATE       ZIP    CD         PHONE 


CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO    ILL 


AV3-32A9 
60612       663-8152 

829-0062 
60612 

HI5-5570 

631-8337 
60612   663-8330 


CHICAGO  ILL  60612   663-8297 

MORTON  GROVE  ILL     965-1127 

CHICAGO  ILL  60612   663-8185 

CHICAGO  ILL  60612 

CHICAGO  ILL  60611   337-7A83 

CHICAGO  ILL  733-1559 

FRANKLIN  PARK  ILL    678-0295 
OAK  PARK  ILL 

CHICAGO  ILL  2A3-2AA9 

CHICAGO  ILL  226-6903 

CHICAGO  ILL  66A-1A83 

CHICAGO  ILL  60632   YA7-1893 

CHICAGO  ILL  60626   7A3-8398 


CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


288-7515 
2A8-8351 

A78-0A80 


CHICAGO  ILL    606AA   626-8563 


NAME  COLL 

♦RASMUSSEN  RICHARD  A  D4 

RASNAK  MICHAEL  JOHN  P3 

RATHBUN  PHILIP  E  Ml 

♦REAO  JOHN  8 

♦REAGAN  DOUGLAS  STEPH  M3 

REAL  MARGARET  ANNE  8 

REOENIUS  WILLIAM  LOY  M3 

♦REED  PETER  8 

REEOER  SUZANNE  B  D4 

REEM  DAVID  WARD  M2 

REESE  EVELYN  FRANCES  P4 

REIFF  WILLIAM  MORRIS  M2 

♦REINACH  ROBERT  C  M4 

REISING  GRETCHEN  L  G8 

REISMAN  TERRI  LYNNE  MT4 

REMAFEDI  SUSAN  M  GT 

♦REMEDI  ROBERT  P  G7 

♦REMPA  EILEEN  K  G7 

RENDE  LINDA  M  0T4 

♦REPKIN  ALLAN  H  G8 

♦RESK  THOMAS  KEVIN  Ml 

RESNICK  LEWIS  MA 

♦RESNICK  THOMAS  E  D4 

RESSMAN  RICHARD  8 

REUBEN  BRUCE  M  01 

♦REVZAN  CAROL  A  G8 

REYNOLDS  NANCY  N4 


STREFT  ADDRESS  CITY  £  STATE  ZIP  CD    PHONE 

1511  W  FLOURNOY  CHICAGO  ILL  733-4217 

5522  W  CORNELIA  CHICAGO  ILL  60641   MU5-2839 

2316  SWAINWOOD  DR  GLENVIEW  ILL  729-2886 


FOREST  PK  ILL  60130   369-5364 


524  BELOIT 

37  HARRISON  ST 
935  A  FOREST  AVE 
1921  OGDEN 
818  S  WOLCOTT-706 
2516  N  KEDZIE 
6312  N  RICHMOND 
807  W  FILLMORE  ST 
1926  W  HARRISON 
818  S  WOLCOTT-607 
818  S  WOLCOTT-308 
3943  W  85TH  ST 
12700  S  PEORIA 
818  S  WOLCOTT  #309 
2343  W  GLENLAKE 
7740  N  EASTLAKE 
715  S  CARPENTER 
328  S  AUSTIN 


818  S  WOLCOTT-412   CHICAGO  ILL    60612   663-8171 
749  WESLEY  EVANSTON  ILL  475-1431 


OAK  PARK  ILL 

383-7448 

EVANSTON  ILL 

60202 

869-4931 

CHICAGO 

ILL 

60612 

421-2489 

CHICAGO 

ILL 

60612 

663-8262 

CHICAGO 

ILL 

60647 

384-0154 

CHICAGO 

ILL 

338-6890 

OAK  PARK  ILL 

EU3-7421 

CHICAGO 

ILL 

421-7923 

CHICAGO 

ILL 

60612 

66  3-8398 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

60652 

581-3929 

CHICAGO 

ILL 

264-8066 

CHICAGO 

ILL 

60612 

663-8136 

CHICAGO 

ILL 

973-3246 

CHICAGO 

ILL 

60626 

274-4124 

CHICAGO 

ILL 

60607 

666-5380 

OAK  PARK  ILL 

848-0028 

*RHOADS  WILLIAM  BARON   02  1926  W  HARRISON 


CHICAGO  ILL    60612 


NAME  COLL. 

♦RICE  KAREN  GOODWIN  N4 

RICE  PAUL  8 

♦RICHARDS  ALICE  CARNE  N4 

♦RICHARDS  NELSON  MARK  8 

RICHARDSON  DAVID  T  DA 

RICHARDSON  JEFFREY  M  Ml 

RICHARDSON  LEE  W  Dl 

♦  RICHARDSON  MICHAEL  J  M3 


CITY  L    STATE   ZIP  CD 
OAK  PARK  ILL   60304 


CHICAGO  ILL 


RICK  EDWARD  LEE 

RICK  JAMES  H 
♦RIDBERG  CAROLYN  SUE 

RIDDELL  TODD  R 

RIDDLE  KRISTI  JO 

RIEGELHAUPT  RONALO  W   P4 

RIEKER  MICHAEL  E       PI 
♦R I  LETT  FLEUR  L 
♦RILETT  JOHN  M  F 
♦RIM  CHONG 

RINEY  LAURA  LEE 

RINGEL  MARC  ALLAN 
♦RINGEL  STEVEN  P 

RINGUS  HELEN  DALIA 

RINGUS  JULIUS  C 

RIPPINGER  DEBRA  LYNN 
♦RITSCHERLE  JOSEPH  8 
♦RITT  BEVERLY  MYERS  OTA 
♦RITTER  PAUL  MICHAEL    PI 

RITZLIN  ROGER  STUART   Ml 


D2 
G8 
P2 
03 

N3 


N2 
Ml 

8 
N3 
Ml 

8 
P3 
M2 
Ml 


STREET  ADDRESS 
900  B  S  TAYLOR 

984  E  100TH  ST 

341  S  HUMPHREY 
818  S  WOLC0TT-615B 
6  HAMILL  LANE 
6816  N  GREENVIEW 
431  N  RIDGELAND 
4125  COLFAX 
5300  SOUTH  SHORE 
720  SO  OAKLEY. 
818  S  WOLCOTT-323 
6407  N  HAMILTON 
4940  BELMONT  RD 
1055  CATALPA 
1055  W  CATALPA 


818  S  W0LC0TT-W418  CHICAGO  ILL    60612 
2234  N  FREMONT      CHICAGO  ILL    60614 

7305  S  WASHTENAW    CHICAGO  ILL 

7305  S  WASHTENAW    CHICAGO  ILL    60629 

818  S  W0LC0TT-W609  CHICAGO  ILL    60612 

3727  N  SCOTT        SCHILLER  PK  I  LL 
2604  N  WINDSOR  DR   ARLINGTON  HGT  S  ILL 
332  WESLEY  #D2      OAK  PARK  ILL 


PHONE 
383-0190 


568-4038 


OAK  PARK  ILL 

383- 

-9255 

CHICAGO 

ILL 

60612 

CLARENDON  HIL 

LS  IL 

325- 

-1494 

CHICAGO 

ILL 

60626 

465- 

-6640 

OAK  PARK  ILL 

SKOKIE  ILL 

0R4- 

-8963 

CHICAGO 

ILL 

752- 

-8892 

CHICAGO 

ILL 

HA1- 

-9258 

CHICAGO 

ILL 

60612 

CHICAGO 

ILL 

60645 

465- 

-4619 

DOWNERS 

GR  IL 

L 

CHICAGO 

ILL 

60640 

CHICAGO 

ILL 

663-8379 
528-8754 

HE6-2732 
HE6-2732 
663-8400 

678-1839 
255-6462 
383-0292 


NAME  COLL. 

RIVERA  RUTH  I  N2 

♦ROAN  YEAI  8 

ROBBINS  DAVID  CARL  Ml 

♦ROBERTS  FORD  GIBSON  G8 

ROBERTS  HELEN  C  G8 

ROBERTS  OWEN  K  P 4 

♦ROBERTS  RICHARD  A  M4 

ROBINSON  CURTIS  Dl 

ROBINSON  DWAYNE  P2 

♦ROBINSON  JOHN  A  8 

ROBINSON  ROBERT  SKID  P3 

♦ROBISON  JANICE  RUTH  P4 

♦ROBISON  MURRAY  K  P4 

RODRIGUEZ  MANUEL  U  8 

♦ROE  CHARLES  WILSON  D3 

♦  ROE  DAVID  GORDON  M3 

♦ROGAN  DEAN  L  PI 

ROGE  ALAN  W  Pi 

ROGERS  GLENN  A  P2 

♦ROMAN  VICTORY  V  8 

♦ROMMEL  W  DAVID  Di 

♦ROMYN  ANTONIE  M  Ml 

RONAN  SALVE  8 

ROOKS  JUANITA  T  N3 

ROOKSBERRY  DONNIE  WA  D3 

ROOT  JOYCE  LYNNE  M3 

♦ROPER  TERRY  LEE  P3 

ROSBOROUGH  TERRILL  K  M2 


STREET  ADDRESS 
2660  W  FLOURNOY 


CITY  6  STATE   ZIP  CD    PHONE 
CHICAGO  ILL  NES-6248 


229  W  HARRIS0N-3SF  OAK  PARK  ILL 

355  S  BLUFF  ST  LAGRANGE  ILL 

1926  W  HARRISON  CHICAGO  ILL 

818  S  WOLCOTT  CHICAGO  ILL 

833  W  BUENA  #1608  CHICAGO  ILL 

6104  S  WABASH  AVE  CHICAGO  ILL 

818  S  WOLCOTT-709  CHICAGO  ILL 


386-0909 
482-9083 
733-2147 

60612 

60613  472-2181 
667-4654 

60612   663-8264 


818  S  WOLCOTT 
7901  W  GRAND  AVE 
7901  W  GRAND  AVE 


CHICAGO  ILL  60612  663-8389 
ELMWOOD  PARK  ILL  453-8594 
ELMWOOD  PARK   ILL     453-8594 


171  NORTHWOOD  RD    RIVERSIOE  ILL  447-6534 

1926  W  HARRISON  ST  CHICAGO  ILL  60612   733-1209 

821  W.  HOWETT,  260  PEORIA,  ILL.  61605 

2130  N  SAWYER       CHICAGO  ILL  BE5-3119 

818  S  WOLCOTT  #628  CHICAGO  ILL  60612   663-8249 

4550  N  CLARENDON    CHICAGO  ILL  769-1887 

1926  W  HARRISON     CHICAGO  ILL  60612 


10437  S  PEORIA 
818  S  WOLCOTT 
2801  S  KING  DR 
943  W  WASHINGTON 


CHICAGO  ILL  60643  779-6343 

CHICAGO  ILL  60612  663-8330 

CHICAGO  ILL  842-2360 

OAK  PARK  ILL  60302  848-0199 


818  S  WOLCOTT-723,   CHICAGO  ILL    60612 


01 

PI 

N4 
04 


NAME 

♦  ROSE    ROBERT    ALLEN 
♦ROSEN    HARLAN    J 

ROSEN    MARK    A 
ROSENFELO    ALAN    L 

♦  ROSENFELO  R08ERT  8 
♦ROSENKRANTZ  HARVEY  8 
♦ROSENOFF    STEPHEN  8 

ROSENQUIST    ROBERT    JA  M2 

ROSENWALO   JEAN  8 

ROSS    MALCOLM    C 

ROSSI    CAROLYN    M 

♦ROTHERMEL    EUNICE    M 

♦ROTHERMEL    RICHARD    A 

ROTKIS    WALTER    MOLDEN  M3 

ROYCE    RONNIE    FRED  PA 

ROZWADOWSKI    CHRISTIN  N4 

♦RUBEN    IRWIN  MA 

RUBENACKER    RONALD    G  PI 

♦RUBENS    HARLEY    GLENN  M3 

RUBENSTEIN    MARC    A  M3 

♦RUBENSTEIN    RICHARD    P  8 

♦RUBIN    MICHAEL  8 

RUBIN    WILLIAM    STEWAR  M2 

♦RUBINSTEIN    ALICIA    S  G8 

♦RUBINSTEIN    HARRY  Ml 

RUBOVITS    RANDI  M3 

RUDD    THOMAS    A  Mi 

RUOMAN    SHERWIN    M  Ml 


COLL. 

.  STREET  ADDRESS 

M2 

940  WASHINGTON 

03 

9122  N  LINCOLN  OR 

01 

5712  N  CHRISTIANA 

Dl 

7418  N  KOLMAR 

CITY    &    STATE       ZIP   CD 
OAK    PK     ILL 
DESPLAINES    IL    L 
CHICAGO    ILL 
SKOKIE     ILL  60076 


PHONE 
386-5150 
296-2686 
C07-9829 
675-4341 


5939    N    KOLMAR 

716  S  ASHLAND  AVE 
2125  N  MONITOR 
5054  W  31ST  ST 
5054  W  31ST  ST 
315  MARENGO 
RR  #3  BOX  134 
2319  S  TROY  ST 
1656  W  PRATT 
818  S  WOLCOTT  AVE 
3854  N  KEOVALE 
522  W  OAKDALE 


850  S  LOOMIS 

619  HILLSIDE 

560  ALDINE 

1509  W  TAYLOR 

818  S  W0LC0TT-633A 

1114  W  POLK 


CHICAGO  ILL 

CHICAGO  ILL 
CHICAGO  ILL 
CICERO  ILL     60650 
CICERO  ILL     60650 
FOREST  PK  ILL 
WEST  CHICAGO   ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL    60612 
CHICAGO  ILL 
CHICAGO  ILL 


CHICAGO  ILL    60613 
HIGHLAND  PARK   ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL    60612 
CHICAGO  ILL 


283-1425 

HAl-9346 
237-0119 
656-0146 
656-0146 
366-3077 
231-6497 
521-9783 
338-1734 

777-3669 
432-8789 


226-0045 
432-7356 
528-5933 
829-7043 
663-82  54 
666-5768 


NAMF 
RUIBYS  VITAL IJA  J 

♦RUMACK  EVAN  BRUCE 

♦RUNHAAR  NANCY  Y 
RUSH  PHILIP 

♦RUSSELL  JAMES  L 
RUSZCZAK  ERHARO 
RUTECKI  GREGORY  W 

♦RUTHERFORD  LADO  0 
RUTZKY  LYNNF  P 
RYAN  EDWARD  CHARLES 
RYAN  MICHAEL  GEORGE 

♦RYAN  MICHAEL  P 

♦RYBARCZYK  KENNETH  E 
RYLANOS  JOHN  CRAIG 
SABAITIS  EVA  M 

♦SADEGHI  SHAHLA  B 

♦SADOWSKY  CYRIL 

♦SAGER  DAVIO  SELWYN 
SAHIHI  TARANEH 
SALAZAR  JOSE 

♦SALIMI  FARAMARZ 

♦  SALMON  EDWARD 
SALOMON  IRA  ROTH 
SALUD  ANTONIO  8 

SAMEK  CHARLES  EDWARD  P4 
SAMMONS  BRUCE  GAIL  D2 
SAMPALIS  ANDREW  JAME  02 
SAMPSON  ALAN  D  1 


D4 
G8 
Ml 
Dl 


CITY  €  STATE 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
PEORIA  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


18  S  MAYFIELD  #9  CHICAGO  ILL 

4501  PRESCOTT  #3B  LYONS  ILL 

818  S  WOLCOTT-510  CHICAGO  ILL 

818  S  WOLCOTT-317  CHICAGO  ILL 


COLL. 

.  STREET  ADORESS 

Dl 

6753  S  ROCKWELL 

D3 

1040  W  HOLLYWOOD 

NA 

6245  N  CALIFORNIA 

M4 

669  W  BARRY  AVE 

M4 

1926  W  HARRISON 

P2 

<U3  N  HAMLIN  AVE 

Ml 

818  S  WOLCOTT-635 

M4 

6900  UPPER  SKYLINE 

G8 

7920  CRANDON 

M2 

2078  W  HOPKINS  PL 

G7 

M2  734  1/2  HINMAN  AVE  EVANSTON  ILL 


ZIP  CP    PHONE 
778-7491 
561-1983 

60645  338-6195 
929-3668 

60612   666-1735 

60651   BE5-3779 

60612 

61614  691-0281 
RE1-8556 
238-1022 

379-0338 
442-9474 

60612 

60612   663-8363 


866-8820 


P4  4735  N  BERNARD 


CHICAGO  ILL    60625   463-7960 


10840  S  LAPORTE  OAK  LAWN  ILL 

818  S  WOLCOTT  CHICAGO  ILL 

818  S  WOLCOTT  CHICAGO  ILL 

809  S  MARSHFIELD  CHICAGO  ILL 


425-7616 
60612 

60612   663-8219 
60612   442-0286 


NAME  COLL. 

SAMPSON  LAWRENCE  E  P2 

SAMSON  LIVIA  RUTH  MR4 

♦SAMUELS  ARNOLD  8 

SANCBERG  JOHN  ROBERT  Ml 

♦SANCEEN  JOHN  OAVIO  M3 

♦SANOELL  RICHARD  JON  8 

SANDERLIN  SUZANNE  P  N2 

♦  SANDERS  BRUCE  EMERON  P3 
♦SANDERS  DONALD  ROBER  M2 

SANDERS  GREGORY  L  Dl 

SANDERS  KENNETH  PAUL  M3 

SANDERS  MARTIN  B  04 

SANDERS  STEVEN  H  2 

♦SANDLER  JEFFREY  MA 

SANDOVAL  ALMA  G  N2 

♦SANFORD  EARLINE  J  N2 

SANNER  LORRAINE  A  N2 

SANNIEC  NANCY  NOEL  N3 

SANTIAGO  GODOFREDO  C  8 

SAPPERSTEIN  RICHARD  G8 

♦SARGENT  WENDELL  A  04 

♦SARSFIELD  HELEN  L  N4 

♦SATTEM  DAVID  8 

SAUNDERS  LYNN  EUGENE  P4 

SAVAGE  HUGH  8 

♦  SAVERS  EDWARD  EMIL  D2 
SAWAF  ALI  H  8 
SAYA    ABDUL    JABBAR  PI 


STREET    ADDRESS  CITY    C    STATE       ZIP    CD  PHONE 

818    S    W0LC0TT-709      CHICAGO    ILL         60612       663-8264 
818    S    WOLCOTT-407       CHICAGO     ILL  60612       663-8368 


342    S    SCOVILLE 


OAK  PARK  ILL 


818  S  WOLCOTT-211  CHICAGO  ILL 

724  NICHOLSON  JOLIET  ILL 

1926  W  HARRISON  CHICAGO  ILL 

8236  DANTE  CHICAGO  ILL 

2224  S  LOMBARO  AVE  BERWYN  ILL 

1316  W  LEXINGTON  CHICAGO  ILL 

2629  HAMPDEN  CHICAGO  ILL 

904  HINMAN  EVANSTON  ILL 

718  S  ABERDEEN  CHICAGO  ILL 

7822  SO  BENNETT  CHICAGO  ILL 

818  S  WOLCOTT-211  CHICAGO  ILL 

5009  S  KEELER  CHICAGO  ILL 


60612 


386-6715 

66  3-8121 
722-8235 
666-1838 
734-1943 
749-5905 
421-0195 
281-9256 
864-8987 

221-7705 
66  3-8121 
735-4861 


2828  N  BURLING      WASHINGTON  D  C  935-0630 

11  NO  WALLER        CHICAGO  ILL  60644  287-7033 

16648  DOBSON        SO  HOLLAND  IL  L  333-8009 

724  S  OAKLEY        CHICAGO  ILL  60612  421-9355 

5049  W  ARGYLE  ST    CHICAGO  ILL  60630  282-1389 

910  W  LAWRENCE  205  CHICAGO  ILL  60640  472-1639 


NAME  COLL.     STREET    ADDRESS  CITY    F.     STATE  71  P    CD  PHONE 

♦  SAYLER    JAMES    J  D4  901     S    CUYLFR  DAK    PARK     ILL                             386-9055 
*SC  A  LZ I T  T  I    LEONARD    P  P4  6646    W    28TH     ST  BERWYN     ILL                                 741-4546 

SCALZO    RICHARD    A  PA  7451    W    ADDISON     ST  CHICAGO     ILL  60634       TIJ9-3888 

SCHAAEF     DORIS    MARIF  G8  5  1 2    W     BARRY     0401  CHICAGO     ILL                               281-0931 

SCHAAR    GRACE    G  G8  1900    W    POLK  CHICAGO    ILL  60612       633-8369 

SCHAFER    JEFFRY    BEN  M2  1645    N    NORTH    PARK  CHICAGO     ILL                              787-6518 

♦SCHALK    WILLIAM    P  04  909    S    LYMAN    APT    2  OAK    PARK    ILL                           848-2753 

♦SfHAROT    JAMFS    C  04  1955    W    WINNEMAC  CHICAGO    ILL  60648       878-8654 

SCHARFENBERG    JERALO  Dl  910    LYMAN    AVF-3A  OAK    PARK     ILL  60304 

SCHEFF    BRUCE    M  04  1742    W    VAN    BURFN  CHICAGO    ILL                             666-3323 

♦SCHEFF    ORRIN    M  8 

SCHENK    ALAN    GREGORY  M2  229    N    MAYFIELD    AVE  CHICAGO    ILL                              287-9271 

♦SCHEPPACH    JAMES    W  M4  322    N    PINE     U    303  CHICAGO    ILL                             626-8598 

SCHERRFR    GLENN    ROGER  P?  3626    N    NEWLAND  CHICAGO    ILL  60634       PF6-6779 

SCHETZ    JOHN    JOSFPH  M3  322    H    WASHINGTON  OAK    PARK    ILL                           383-7647 

♦SCHlEFELBEIN    C  N4  2222    S    GOEBBERT    RD  ARLINGTON    HGT  S     ILL       437-4955 

SCHIEK    JANE    BERYL  MA4  2012    FREEMONT  CHICAGO    ILL 

SCHLEE    ROSEMARIE  N4  415    LOMBARD    AVE  OAK    PARK    ILL 

SCHLEMMER    RAYMOND    F  PI  818    S    WOLCOTT-420  CHICAGO    ILL  60612       663-8177 

SCHMIDT    CORYNNE    A  Pi  818     S    WOLCOTT-228  CHICAGO    ILL  60612       663-8112 

♦  SCHMIDT     GWENDOLYN  8 

♦SCHMIDT  KARN  SCOTT  P4  4304  DEYO  BROOKFIELD  IL  L       485-8005 

SCHMIDT  KEHRIN  SCOTT  N3  904  S  ELMWOOD  OAK  PARK  ILL           383-2205 

SCHMIDT  THOMAS  LEF  Ml  818  S  WOLCOTT-603  CHICAGO  ILL  60612 

♦SCHMITZ  STEVEN  M  Ml  822  LOOMIS  CHICAGO  ILL            243-6388 

♦SCHNEIR  HARVEY  GIL  M2  2951  S  M  L  KING  OR  CHICAGO  ILL            842-3096 

SCHNETZLER  RICHARD  C  Ml  318  S  WOLCOTT-802B  CHICAGO  ILL  60612   663-8290 

SCHCFNWALO  JOHN  J  Ml  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8186 


NAME  COLL. 

SCHCENWALD  ROBERT  C  Ml 

SCHREIFR  jnSFPH  P2 

*SCHREPFER  THOMAS  C  Ml 

SCHROCK  E*MLY  LOUISE  Ml 

♦SCHRPPDFR  ELLEN  R  Ml 

♦SCHPOFDER  F  WILLIAM  3 

SCHROEDER  JEAN  ELLEN  N3 

♦SCHROEDER  KENNETH  WA  M2 

SCHROEDER  LOIS  JOY  N3 

SCHROEOFP  WILLIAM  F  PI 

SCHUBERT  DAVID  A  Dl 

SCHUETZ  JAMES  F  M4 

SCHUH  PATRICIA  M  N4 


*SCHULFR  JAMES  JOSEPH   M3 


SCHULLER  NANCY  LYNN 
♦SCHULTZ  WILLIAM 

SCHULTZ  WILLIAM  E 

♦SCHUR  SAMUEL  8 

SCHWAGFR  SHARON  M  G7 

SCHWALBE  THOMAS  LEE  D2 

SCHWARTZ  DAVID  SHELD  M3 

SCHWARTZ  GARY  WILLIA  PI 

SCHWARTZ  JEFFREY  MAP  MR4 

SCHWARTZ  JERROLD  LLO  M3 

♦SCHWARTZ  MICHAEL  V  DA 

SCHWARTZ  SHFRWYN  LEO  M3 

SCHWARTZ  TFRRY  ANN  N3 

SCHWARZ  CHARLES  J  G8 


STRFET  ADDRESS 
813  S  WOLCOTT 
6035  N  KIMBALL 
192ft  W  HARRISON 
1502  W  POLK 
621  S  MAPLE  #303 

818  S  WOLCOTT-320 
62  1  SOUTH  MAPLE 
1900  W  POLK-1314 
211  EVERGREEN  ST 
2818  DOWNING 
724  S  ASHLAND 
818  S  WOLCOTT-316 
901  S  LOOMIS 
818  S  WOLCOTT-318 


N3 
3 
PI  318  S  WOLCOTT 


804  S  FERDINAND 
1510  W  POLK 
6305  N  AVERS 
5133  N  CANFIELD 
916  S  ELGIN 
1835  N  NEVA  AVE 
6652  N  GLENWOOD 
6712  N  ARTESIAN 
3842  LOWELL 
426  W  BELMONT 


CITY  I    STATE  ZIP  CD    PHONE 

CHICAGO  ILL  60612   663-8186 
CHICAGO  ILL  46  3-4432 

CHICAGO  ILL  60612   421-7709 

CHICAGO  ILL  60607   421-4682 
OAK  PARK  ILL  386-4848 

CHICAGO  ILL  60612   663-8365 
OAK  PARK  ILL  386-4848 

CHICAGO  ILL  60612   633-8314 

ADDISON  ILL  60101   543-9647 

WFSTCHESTER  I  LL      562-5526 

CHICAGO  ILL  60607   733-9559 

CHICAGO  ILL  60612   663-8362 
CHICAGO  ILL  226-1649 

CHICAGO  ILL  60612   663-8368 

CHICAGO  ILL  60612 

FOREST  PARK  I  LL 

CHICAGO  ILL  60612   226-8125 
CHICAGO  ILL  C07-9036 

NORRIDGE  ILL  GL3-1535 

FOREST  PK  ILL  60130   366-1362 
CHICAGO  ILL  637-3316 

CHICAGO  ILL  338-9350 

CHICAGO  ILL  761-7897 

SKOKIF  ILL  679-1522 

CHICAGO  ILL  327-6042 


NAME  COLL 

SCHWIDER  MARY  EL  IZAB   P3 

SCHWINOT  MARY  L INA     Ml 

♦SCIU6BA  JAMES  J        G7 

SCOTT  KATHRYN  J         N4 

♦SCOTT  NILE  GEOFFERY    G7 

♦SCOTT  RICHARD  CHARLE   03 

♦SCOVILL  WILLIAM  8 

♦SEDLAR  DEBORAH  Z       N3 

SEGAL    DIANE    CLAUDIA      MR4 


♦SEHGAL    HANSA    L 
SEHY    JOHN    TIMOTHY 
SEIBERT    RICHARD    LEE 
SEIDMAN    HELEN    SUE 
SEIDMAN    IRWIN    M 
SEKULA    DIANE    MARIE 
SELIN    KURT    EINAR 

♦SELLKE    TERRY    A 
SEMMES     EMMANUFL    W 
SERAFIN    WESLFY 

♦SEWALL    ROBERT    B 
SHADEL    ROBERT 
SHAFER    JAMES    R 
SHAFFER    HELEN    E 

♦SHAFFER    MARCIA    L 
SHAH    DEVENDRA    H 
SHAH    JAYENDRA 
SHAH    KUMUDCHANDRA    S 

♦SHALES    PAUL    DOUGLAS 


G7 
M3 
P3 
N3 
04 
PI 
P3 
04 
P2 
P  1 
03 
M4 
PI 
N2 
P2 
G8 


,    STREET    ADDRESS  CITY    £    STATE 

3845    N    NEWCASTLE  CHICAGO    ILL 

1900    W    POLK-1315  CHICAGO    ILL 

1448    BLANCHAN    AVE  LA    GRANGE    PK 

818    S    W0LC0TT-410  CHICAGO    ILL 

930   CARSWELL    CT  ELK    GROVE    ILL 

34    THORNCREEK  PARK    FOREST    I 

9700    NO    DEE    RD-310  DESPLAINES    IL 

8  18    S    WOLCOTT-507  CHICAGO    ILL 

2851    S    KING    DR  CHICAGO    ILL 

746    S    WESLEY    AVE  OAK    PARK    ILL 

726    S    ASHLAND  CHICAGO    ILL 

818    S    WOLCOTT    #512  CHICAGO    ILL 


ZIP  CO 

PHONE 

SP7-4662 

60612 

ILL 

60612 

439-4083 

LL 

748-1441 

818    S    WOLCOTT 
2521    THATCHER    26 
1970    ALGONQUIN    RD 
5240    S    WABASH 
4514    S    KARLOV 
1224    N    KILOARE 
1023    S    HOYNT 
818    S    W0LC0TT-702A 
818    S    W0LC0TT-316B 
1475    ST    JOHN 
809    S    MARSHFIELD 


M3  5943  W  ERIE 


CHICAGO  ILL 
RIVER  GROVE  I 
MT  PROSPECT  I 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
HIGHLANO  PK  I 
CHICAGO  ILL 


CHICAGO  ILL 


L  297-5348 
60612  663-8383 
60616  842-5351 
60304  848-3245 
421-8527 
663-8388 

60612 

LL      452-9363 

LL      347-7856 

373-0778 

YA7-1299 

60651   227-5869 

829-8889 

60612   663-8258 

60612   663-8141 

LL      433-3382 

60612   733-1197 


379-5430 


NAME  COLL, 

♦SHALLAT  RONALD  7 

♦SHAPIRO  IRWIN  7 

SHARMA  BRAHMA  S  G8 

SHARMA  KRISHANA  A  G7 

SHARMA  VIJYA  L  P4 

SHAY  CONSTANCE  L  N2 

SHEAFF  CHARLES  M  Ml 

SHEEHAN  MARY  A  8 

♦SHEININ  ERIC  B  G8 

SHENBERG  JAY  C  P3 

SHEPARC  LEE  SAMUEL  J  M2 

SHEPPERO  JOEL  ROBERT  M2 

SHERMAN  MARK  ARNOLO  Ml 

♦SHERMAN  MURRAY  B  P4 

SHERMAN  WILLIAM  M  8 

SHEROW  RANDALL  MARTI  D3 

SHEWMAKE  FLOYD  F  JR  M2 

♦SHEYS  GERALD  H  G8 

SHIAU  REGINA  PAO  SHU  G8 

SHI  EH  FUH  GUEY  G7 

♦SHIELDS  JUNE  C  N5 

♦SHIELS  PATRICK  L  Ml 

SHIMIZU  MARGARET  C  MA4 

SHIMOTA  MARY  M  N3 

SHICMOTO  GAIL  MICHIK  M3 

♦SHIPKIN  JERRY  OWEN  P2 

SHONKWILER  DIANNE  K  N2 

♦SHOWERS  CAROL  E  N2 


STREET  ADDRESS 


CITY  6  STATE   ZIP  CD    PHONE 


309  S  MARSHFIELD  CHICAGO  ILL 

1414  E  59TH  ST  CHICAGO  ILL 

1900  WEST  POLK  ST  CHICAGO  ILL 

117  FIFTH  ST  WILMETTE  ILL 

800  S  OAKLEY  CHICAGO  ILL 

2333  W  FARWELL  CHICAGO  ILL 

6637  N  CALIFORNIA  CHICAGO  ILL 

800  S  OAKLEY  CHICAGO  ILL 

667  W  BARRY-3N  CHICAGO  ILL 

818  S  WOLCOTT-520  CHICAGO  ILL 

6726  N  SHERIDAN  RD  CHICAGO  ILL 

2221  N  CLIFTON  CHICAGO  ILL 

2257  W  ARGYLE  CHICAGO  ILL 

809  S  MARSHFIELD  CHICAGO  ILL 

809  S  MARSHFIELD  CHICAGO  ILL 

818  S  WOLCOTT  AVE  CHICAGO  ILL 

1820  S  13  BROADVIEW  ILL 

818  S  W0LC0TT-531A  CHICAGO  ILL 

818  S  WOLCOTT  #607  CHICAGO  ILL 

5247  N  GLENWOOD  CHICAGO  ILL 

8541  N  LOTUS  SKOKIE  ILL 

1900  W  POLK  #1316  CHICAGO  ILL 

1300  N  DEARBORN  CHICAGO  ILL 


60612   666-7016 

60637   324-8200 

60612   633-8249 

256-1890 


764-8532 
60645  743-0807 
60612 

60612   663-8209 
60626   973-4979 

281-7844 
334-7073 

60612 

60612   666-2833 

60612  663-8119 
345-5556 

60612 

60612       663-8389 

60640      UP8-8913 

60076   965-8512 

633-8316 

60610 


NAMF 
SHPONKA  SAMUEL  M 
SHUE  JAUE  HUEY 
SHUFELT  BRI AN  LEIGH 

♦SHULTZ  PAUL  STEPHEN 

♦SHUMAKFR  LINDA  R 

♦SHUMAKFR  THOMAS  F 
SHURE  MARTIN 
SIEGEL  DONALD 
SIEGFL  HOWARD  W 
SIENKIEWICZ  ROGER  E 
SIENKIEWICZ  WILLIAM 
SILKAITIS  RAYMOND  P 
SILVFR  STEVEN  LESLIE   Ml 
SILVER  VICKY  DALE     0T4 

♦SILVERMAN  BERT 
SILVFRSTFIN  NFAL  T 
SIML  VALERIE  MAE 
SIMMONS  GEORGE  H 
SIMON  CARY  J 
SIMON  LAURA  J 

♦SIMS  JEANNE  H 
SIMS  MICHAEL  C 

♦SINCLAIR  LYN  C 
SINGER  LINDA  BETH 
SINGLETON  GEORGE  W 
SIRVIO  WILLIAM  CHARL   P2 

♦SISKA  LETITIA  P       0T4 
SITTON  ELLEN  T         N4 


COLL, 
G8 
G8 
D3 
M2 
P4 
P4 
M2 
8 
P4 
Dl 
P2 
PI 


G8 
Ml 
N3 
Ml 
PI 
M4 
MT4 
PI 
G7 
PA 
Dl 


STREET  ADDRFSS 
2516  W  TOUHY 
818  S  WOLCOTT 
720  S  OAKLEY 
1409  W  LEXINGTON 
847  LYMAN 
847  LYMAN 
840  S  LOOMIS 
630  W  OAKDALE  ST 
8500  DRAKE 
2711  N  HYDE  PK 
724  S  OAKLEY 
8134  S  MAPLEWOOD 
1926  W  HARRISON 
818  S  W0LC0TT-611W 
69  SHOREVIEW  DR 
818  S  WOLCOTT 
818  S  WOLCOTT  #514 
818  S  WOLCOTT-726 
7504  N  CALIFORNIA 
518  W  ARLINGTON  PL 
833  BUENA  #1301 
818  S  WOLCOTT-404 
1115  LAKE  ST 
330  DARROW 
944  E  52ND  ST 
5014  N  LEAVITT 
4711  S  WOODWARD 
1900  W  POLK 


CITY  I    STATF 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
OAK  PARK  ILL 
OAK  PARK  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
SKOKIE  ILL 
MFLROSE  PK  IL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
YONKERS  N  Y 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
EVANSTON  ILL 
EVANSTON  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
DOWNERS  GROVE 
CHICAGO  ILL 


ZIP  CD 

PHONF 

262-2273 

60612 

66  3-8374 

HA1-9258 

226-5426 

60304 

386-5469 

60304 

386-5469 

421-0298 

248-2467 

60076 

674-0446 

L 

455-5222 

60612 

421-9355 

60652 

GR6-1449 

60612 

60612 

66  3-8402 

60612 

66  3- 

-8255 

60612 

663- 

-8390 

60612 

60645 

R01- 

-3709 

606  14 

477- 

-0947 

327- 

-1705 

60612 

66  3- 

-8164 

60201 

864- 

-2118 

60202 

DA8- 

-8728 

60615 

493- 

-9104 

271- 

-0699 

ILL 

971- 

-2315 

60612 

633- 

-7753 

NAME  COLL. 

SIVILL  JAN  L  PI 

SKALOUO  WAYNE  FRANCI  02 

SKAPARS  ANTONINA  L  8 

SKIPPER  BRUCE  M  »4 

SKOPEC  JAMES  ROBERT  M2 

SKORUPA  SUSAN  J  N2 

♦SKUBIS  MARGARET  A  N2 

SKYLES  RUSSEL  LEE  02 

♦SLACK  CHARLES  MARTIN  M3 

SLAS  ANTHONY  J  PI 

SLATTERY  GERALD  G  G8 

♦  SLEIGHT  DOUGLAS  8 
SLONEK  JOSEPH  EDWARD  P3 
SMAIZYS  BERNARD  S  Dl 

♦SMILEY  THOMAS  M  Ml 

♦SMITH  ANNE  FREYER  P3 

SMITH  FRANCINE  N2 

SMITH  HERBERT  4 

SMITH  JAMES  MARVIN  PS 

SMITH  MARJORlE  ALICE  N3 

♦SMITH  PHYLLIS  J  0T4 

SMltrt  RICHARD  D  01 

SMITH  WARREN  JEFFERY  02 

SNEIDER  LEONARD  M  P2 

♦SNOOGRASS  RICHARD  M4 

♦SNYDER  GERALD  ADAM  M2 

SNYDER  MARY  L  P2 

♦  SNYDER  MELVIN  0  PI 


STRFET  ADDRESS     CITY  £  STATF   ZIP  CO 
110  N  GROVE  AVE     MILFORD  ILL 
816  S  CLAREMONT     CHICAGO  ILL 


818  S  WOLCOTT  #518  CHICAGO  ILL 

7226  W  PRATT  CHICAGO  ILL 

818  S  WOLCOTT-210  CHICAGO  ILL 

618  MAPLE  AVE  LISLE  ILL 

R  R  #1  OSWEGO  ILL 

1926  W  HARRISON  CHICAGO  ILL 

6912  S  ROCKWELL  CHICAGO  ILL 

5015  W  WOLFRAM  ST  CHICAGO  ILL 


7330  W  57TH  ST 
1330  S  48  CT 
200  S  LAMON 
7233  1/2  DIXON 
506  W  61ST  ST 
5800  STONY  ISLAND 
2 VOl  S  56TH  CT 
818  S  WOLCOTT  *5tB 
1333  N  LOREL 
1506  S  CHRISTIANA 
68  36  N  LAKEWOOO 
4355  W  GREENWOOD 
25  THATCHER 
1305  S  EAST 
703  S  HAWTHORNE 
5800  N  SHERIDAN  RO 


SUMMIT  ILL 
CICERO  ILL 
CHICAGO  ILL 
FOREST  PK  ILL 
CHICAGO  ILL 
CHtCAGO  tLL 
CICERO  ILL 
CHtCAGO  ILL 
CHICAGO  tLL 
CHtCAGO  ILL 
CHtCAGO  ILL 
SKOKIE  ILL 
RIVER  FOREST 
BERWYN  ILL 
ELMHURST  ILL 
CHICAGO  ILL 


60612 

60612 

60543 
60612 

60641 

60501 

606  39 
60130 

60637 
60650 
60612 

60651 


60076 

ILL 

60402 

60126 

60626 


PHONE 
889-4817 


663-8207 
P03-0U8 

W08-5535 
554-8610 
733-7052 
GR6-6426 
545-1104 

458-4417 
652-3136 
745-8863 
369-5964 
873-1971 


66  3-8394 
637-7836 
LAl-3878 
338-8762 
679-3321 
369-7  204 

833-7612 
769-2519 


NAM) 
•SO  JAN!  S 

U.LE  PFTFR  W 

SOBOTA  WAYNF  A 

SOCHOR  JOHN  A 

SOCGL  MICHAEL  LEE 
♦SODERQUIST  MARGARET 
♦SODERSTROM  JAMFS  w AL 
*SOKALSKI  ANOA  F 

SOLAR    REINALDO 

♦  SOLOMON  CAVID  8 

♦  SOLOMON  ELLIOT  BARRY   P3 
♦SOLOMON  MARK  JULIAN    G8 

SOLOMON  YOUBIRD  P5 
SOLWAY  SCOTT  P2 

SONDELL  JILL  ESTELLE  MT4 
SONKIN  MYRON  G  PI 
SONODA  TAKUO  8 

SOONATTRAKUL  W  8 

SOPCZYNSKI  MARY  SUZA  P2 
SOPER  WILLIAM  DORR  M3 
SQPOCY  ROBERT  WILLIA  P2 
SOPOCY  STEVE  RICHARD  P2 
SOPP  BARBARA  JO  0T4 
SORENSEN  BONITA  JEAN   MI 

♦SORENSEN  DONALD  C  8 
SORRENTINO  NEIL  2 

SOSNOUSKI  PAUL  DAVID   M3 

♦SOSNOVEC  MILAN         M2 


COLL. 

STRFFT  ADDRESS 

8 

M4 

101  WESLEY  AVE 

PA 

726  S  ASHLAND 

Dl 

6527  N  BOSWORTH 

Ml 

3438  W  MAIN  ST 

NA 

824  N  CLARK  OR 

D3 

421  S  ELMWOOD 

2 

1309  W  FARGO 

D5 

818  S  WOLCOTT 

CITY  L     STATE   ZIP  CD    PHONE 


OAK  PARK  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
SKOKIE  ILL 
PALATINE  ILL 
OAK  PARK  ILL 
CHICAGO  ILL 
CHICAGO  ILL 


9028  FEDERAL  COURT  DES  PLAINES  I 
6735  N.  ARTESIAN  CHICAGO,  ILL. 
5821  N  MAGNOLIA     CHICAGO  ILL 

817  S  CLAREMONT     CHICAGO  ILL 

818  S  WOLCOTT       CHICAGO  ILL 
4906  MULFORD        SKOKIE  ILL 


3800  W  PETERSON  CHICAGO  ILL 

521  S  THOMAS  FOREST  PARK  I 

10131  S  LEAVITT  CHICAGO  ILL 

10131  S  LEAVITT  CHICAGO  ILL 

818  S  WOLCOTT-612  CHICAGO  ILL 

633  S  LAFLIN  CHICAGO  ILL 

220  HICKORY  ST  JOLIET  ILL 

524  LAKE  ST  OAK  PARK  ILL 

3744  PINE  GR0VE-2A  CHICAGO  ILL 


383-8034 

60635   421-8527 

274-7732 

679-8386 

60067   358-7443 

/   383-6698 

60626   274-6921 

60612   663-8309 

LL  299-6531 
60645   761-8276 

769-2146 
60612  243-8593 
60612   663-8370 

0R3-1586 


60645  583-4522 

LL  366-4164 

60643  PR9-7849 

60643  779-1849 

60612  663-8403 


722-5957 


38  3-3691 
60613   525-7866 


NAME  COLL. 

SOWA  DENNIS  JOSEPH  PI 

♦SPEAR  DAN  RICHARDS  M2 

SPECK  SARAH  MARSHALL  MT4 

SPENGLER  SUSAN  LYNN  MA4 

*SPERRY  THOMAS  PATRIC  D3 

SPESSARD  ROSEMARY  J  G9 

SPIEGA  JOAN  G  N4 

SPINKA  GEORGE  A  M4 

SPINNER  DIANNA  MARIE  0T4 

SPINOZZI  THOMAS  LOUI  02 

SPIRA  RICHARD  N  Dl 

SPOLAR  JERALD  A  04 

SPOTTS  LINDA  SUF  N3 

SPRAGUE  KENNETH  4 

SPURR  SUSAN  MARTE  N3 

♦  SPUZA  MIHAIL  M3 

*SRI  UTHAYOPAS  PRASIT  8 

STAAHL  THEODORE  4 

STACH  ROSELYN  K  DAI 

STACHNIK  KENNETH  WAL  P3 

STAHL  SUSAN  ELLEN  P4 

STAIKOS  SPYROS  8 

*STANCIU  NICKOLAS  W  D3 

STANGLAND  GLENN  ALAN  P4 

*STANKE  ROGER  W  M4 

♦STANLEY  ROBERT  T  2 

STANTON  GERALD  V  M2 

STARAY  JOHANNA  P2 


STREFT  ADDRESS 
311  S  FINLFY 
7215  W  13TH 
318  S  WOLCOTT-SOR 
2515  FRFEMONT 
109  S  ELMWOOD  APT8 
818  S  WOLCOTT  #308 
3041  S  48TH  CT 
2456  W  JARVIS 
318  S  WOLCOTT  #608 
716  S  ASHLAND  AVE 
818  S  W0LC0TT-804A 
1445  W  LEXINGTON 
1900  W  POLK  ST 
800  S  OAKLEY 
236  MARENGO 
1611  N  RICHMOND 


CITY  E  STATE   ZIP  CD 
LOMBARD  ILL 
FOREST  PK  ILL  60130 
CHICAGO  tLL    60612 
CHICAGO  ILL 
OAK  PARK  ILL 
CHICAGO  ILL 
CICERO  ILL 
CHICAGO  ILL 
CHICAGO  ILL    60612 
CHICAGO  ILL 
CHICAGO  ILL    60612 
CHICAGO  ILL 
CHICAGO  ILL 
CHICAGO  ILL 
FOREST  PK  ILL 
CHICAGO  ILL    60647 


918  2ND  ST  S  W  ROCHESTER  MIN  N 

818  S  WOLCOTT  CHICAGO  ILL  60612 

6039  WFST  83RD  ST  OAK  LAWN  ILL 

2516  N  KEDZIE  CHICAGO  ILL  60647 

1110  NO  MILL  ST  NAPERVILLE  IL  L 

4805  N  MOODY  CHICAGO  ILL  60630 

1434  W  LEXINGTON  CHICAGO  ILL 

833  S  CARPENTER  OAK  PARK  ILL  60304 

818  S  WOLCOTT-618  CHICAGO  ILL  60612 

6635  S  WOLCOTT  CHICAGO  ILL 


PHONE 
629-7917 
771-9562 


843-7913 
663-8135 
863-3085 
AM2-7325 
66  3-8399 
HA1-9346 
663-8292 
421-0445 
633-8303 

369-8742 
235-7371 


663-7706 
423-2033 
384-0154 

355-8568 
763-4665 
243-0824 
848-8149 
66  3-8239 
925-5299 


NAM!                    .  STRFFT  ADDRESS     CITY  I     STATE  7IP  CD  PHONF 

♦STARK  MAKIt  FOOTI  OM  818  S  HOLCOTT  «M6  CHICAGO  ILL  60612  663-8392 

STARR  LARRY  DEAN  M3  2638  N  SPAULDING    CHICAGO  ILt  60647  276-7113 

♦  STAVINf.A  RONALD  F  M4  901  S  LAFLIN         CHICAGO  ILL  60607  243-2193 

STFIN  ALAN  J  PI  1109  S  RACINE        CHICAGO  ILL 

SHIN  KENNETH  FRANK  P4  1901  W  GRANVILLE    CHICAGO  ILL  60626  R01-3875 

STEINBACH  PHYLLIS  JE  P4  818  S  W0LC0TT-W311  CHICAGO  ILL  60612  663-8357 

STEINBERG  EDWART  M  D3  6701  S  CRANDON      CHICAGO  ILL  60649  FA4-7605 

STEINBERG  JOEL  LARRY  Ml  818  S  HOLCOTT-825A  CHICAGO  ILL  60612 

STEINBERG  LILLIAN  0T4  6326  N  FRANCISCO    CHICAGO  ILL  60645  465-3256 

♦STEINBRENNER  DENNIS  P2  5747  SO  PAULINA     CHICAGO  ILL  60636  737-8115 

STEINHOFF  EDWARD  P  PI  65  E  DEWEY  AVE      NORTHLAKE  ILL  60164  562-6853 

STEINHORN  RONALC  H  Ml  2918  N  CLARK  ST     CHICAGO  ILL 

♦STEINWALD  OSMAR  8 

♦STELTON  PETER  JON  03  830  SO  AUSTIN  BLVD  OAK  PARK  ILL  491-0010 

STEMER  ALEXANDER  ARN  M2  2633  N  SPAULDING    CHICAGO  ILL  60647  342-0277 

♦STEPHENS  ROGER  ALLEN  P3  548  RAYMOND  STREET  ELGIN  ILL  60120  697-1464 

STEPINA  GARY  W  PI  5010  W  29TH  ST      CICERO  ILL  0L2-5247 

STERES  EDWARD  M  PI  2630  W  FAPRAGUT     CHICAGO  ILL  60625  784-3021 

STERN  NORMAN  JEFFREY  P2  5053  LEE             SKOKIE  ILL  673-5262 

♦STERN  RALPH  EDWARD  M3  341  N  MENARD         CHICAGO  ILL  60644  626-9344 

♦STERNBERG  RICHARD  J  1  17  .  754  LOWELL  LN  VILLA  PARK  IL  L  495-2234 

STERRETT  ROBERT  EUGE  M3  818  S  WOLCOTT       CHICAGO  ILL  60612  663-8337 

STEVENS  THOMAS  8 

STEVENSON  HEIDI  IREN  M3  818  S  W0LC0TT-W406  CHICAGO  ILL  60612  66  3-8367 

STEWARD  GRACE  ELAINE  G8  8321  S  OGLESBY      CHICAGO  ILL  60617  SOl-1737 

*STEWARDSON  PRUDENCE  M3  826  SO  LOOMIS       CHICAGO  ILL  243-7486 

♦STEWARDSON  RICHARD  H  M3  826  SO  LOOMIS       CHICAGO  ILL  60607  243-7486 

STEWART  JAMES  EDGAR  Ml  818  S  WOLCOTT-427   CHICAGO  ILL  60612  663-8184 


NAME  COLL. 

*STILWFLL  DONALD  H  GT 

STOCKER  RUTH  ELAINE  D2 

STOIT  NANCY  JEAN  M3 

*STOLL  JCHN  FREDERICK  M2 

♦STONE  BOB  C  04 

STONE  TABBY  LOUIS  Ml 

STORY  THOMAS  E  PI 

STRANDJORD  SARAH  E  Ml 

STRATHDEE  DARYL  L  01 

STRATTON  KAREN  L  G7 

♦  STRAUS  ALBERT  KALES  G8 

STRAUSS  MARK  3 

STRAVINSKIS  RAMUNE  PI 

♦STRF1N  GEORGE  W  G7 

STRNAD  STEVEN  M  PI 

STROHMAN  MARILYN  JOY  N4 

STULLKEN  EDWARD  HENR  M3 

STUPKA  CHRISTINE  ANN  ?2 

STURT  JEFFREY  DAVID  PA 

STYZEN  PATRICIA  J  PI 

SUAREZ  LUIS  AUGUSTO  Ml 

SUAREZ  NELSON  8 

SUBACH  LYNN  M  PA 

♦SUGAR  JEROME  ORRY  M3 

SUGAR  SAM  3 

SUKENIK  TERRY  GENE  Ml 

SULLIVAN  MADONNA  €  N4 

SULLIVAN  MICHAEL  W  P2 


STREET  ADDRESS 
726  IRVING  AVE 
909  HIGHLAND 
902  S  OUNLOP 
825  S  CARPENTER 
322B  W  OIVISION 
6728  N  FRANCISCO 
3124  W  LEXINGTON 
1900  W  POLK 
818  S  WOLCOTT-823 
7427  RANDOLPH 
803  S  MILLER 
515  BECKWITH 
7311  S  WHIPPLE  ST 
835  ERIE  ST 
1955  W  CHICAGO  AVE 
5151  S  CAMPBELL 
1543  N  MONROE 
3711  W  55TH  PLACE 
2849  W  GLENLAKE 
253  WINTERS  DRIVE 
6568  NO  LAKEWOOD 

3620  S  57TH  AVE 
536  ADDISON 


CITY  I    STATE 

ZIP  CD 

PHONE 

WHEATON  ILL 

60187 

665-6364 

OAK  PARK  ILL 

60304 

383-7478 

FOREST  PARK  I 

LL 

771-5732 

OAK  PARK  ILL 

386-9371 

VILLA  PARK  IL 

6 

332-5517 

CHICAGO  ILL 

60645 

465-3925 

CHICAGO  ILL 

SA2-6255 

CHICAGO  ILL 

60612 

CHICAGO  ILL 

60612 

663-3308 

FOREST  PK  ILL 

60130 

369-7036 

CHICAGO  ILL 

666-2339 

CRETE  ILL 

60417 

CHICAGO  ILL 

GR6-6962 

OAK  PARK  ILL 

60302 

848-7959 

CHICAGO  ILL 

CH3-0158 

CHICAGO  ILL 

925-4641 

RIVER  FOREST 

ILL 

369-7702 

CHICAGO  ILL 

735-7369 

CHICAGO  ILL 

R04-1178 

MELROSE  PARK 

ILL 

562-1703 

CHICAGO  ILL 

274-7269 

CICERO  ILL 
CHICAGO  ILL 


1406  W  NORTH  SHORE  CHICAGO  ILL 
10313  S  COOK        OAK  LAWN  ILL 
7249  W  109  PL       WORTH  ILL 


T03-2356 
327-6541 

274-9198 
425-4765 
448-8768 


NAMF  COLL 

♦SUMMERS  RANDALt  F  D3 

SUNDFRLAND  HOLL  IS  R  Gfl 

♦SURAOHAT  VIOHYA  8 

SUTTIE  FREDERICK  OAV  D3 

♦SUTTON  CHERYL  EKSTAM  M2 

SUTTON  ERNEST  LORAN  M2 

♦SUTTON  REID  EDWARO  M2 

SVANOF  ELIZABETH  JOA  N3 

SVELA  JANICE  E  N2 

♦SWANK  ADAMS  JUDY  PA 

♦SWANK  LEF  ALLEN  M3 

♦SWANSEN  JOHN  A  PA 

SWANSON  MARLA  KAY  N3 

SWANSON  SALLY  M  OTA 

SWEATMAN  ROLAND  W  Ml 

SWEENEY  ANTHONY  JOSE  M2 

SWFNSON  CHAD  FREDERI  P2 

♦SWENSON  CONSTANCE  R  M2 

♦SWENSON  RICHARD  A  Ml 

SWIDLFR  STEVEN  ANDRE  D3 

SWIRYN  STEVEN  PAUL  M2 

SYDOW  DAVID  W  Dl 

SYLVA  RAYMOND  PETER  P3 

SYLVESTER  MARIAN  RUT  NA 

♦  SYMCN  JOAN  CAROL  MA 

SYMUSIAK  RONALD  F  PA 

SYSLO  PATRICIA  JEAN  N3 

SZAFLARSKI  NANCY  LYN  N3 


,  STREFT  ADDRESS     CITY  L     STATE 
6250  S  ARCHER        CHICAGO  ILL 
AAA9  W  WALTON       CHICAGO  ILL 


720  SO  OAKLEY  BLVD 
1518  N  DOVE  AVE 
818  S  WOLCOTT 
1518  N  DOVE  AVE 
1708  W  VAN  BURFN 
818  S  WOLCOTT 
A26  FRANKLIN  AVE 
A26  FRANKLIN 
1335  SO  MARENGO 
818  S  WOLCOTT  #318 
818  S  WOLCOTT  #A08 
818  S  WOLCOTT-832A 
707  LINDEN  AVE 
1A35  POST  AVE 
3001  S  KING  DR 
100A  S  MONITOR 
6AA0  N  CHRISTIANA 
A17  W  ROSCOE 
3A3A  N  BELL  AVE 
1517  W  CORTEZ  ST 
63A8  S  AUSTIN 
1718  W  FLOURNOY 
A67  PINE  CT 
3517  W  WOLFRAM 
1827  N  HUDSON 


ZIP  CD    PHONE 

585-9207 
60651   227-077A 


CHICAGO  ILL 

60612 

A21-9258 

MELROSE  PK  IL 

L 

3AA-8293 

CHICAGO  ILL 

60612 

66  3-833A 

MELROSE  PARK 

ILL 

3AA-8293 

CHICAGO  ILL 

2A3-29A2 

CHICAGO  ILL 

663-8151 

RIVER  FOREST 

ILL 

771-56AA 

RIVER  FORFST 

ILL 

771-56AA 

FOREST  PARK  I 

LL 

366-AA02 

CHICAGO  ILL 

60612 

66  3-836A 

CHICAGO  ILL 

60612 

66  3-8369 

CHICAGO  ILL 

60612 

WILMETTE  ILL 

60091 

251-7537 

ROCKFORD  ILL 

61103 

963-5515 

CHICAGO  ILL 

60616 

791-909A 

CHICAGO  ILL 

606AA 

378-6275 

LINCOLNWOOD  I 

LL 

677-1890 

CHICAGO  ILL 

528-9121 

CHICAGO  ILL 

2A8-6857 

CHICAGO  ILL 

60622 

276-6682 

CHICAGO  ILL 

586-5707 

CHICAGO  ILL 

60612 

9A2-A905 

LAKE  BLUFF  IL 

L 

23A-3897 

CHICAGO  ILL 

60618 

3A2-30A8 

CHICAGO  ILL 

6061A 

787-291A 

NAMF              COLL.  STKFFT  AOORFSS  CITY  f.  STATF  ZIP  Cn    &HONF 

SZA°C!PA  GFPPGE  VICTO  PI  2 '* S 1  N  LINOFR  CHICAGO  ILL  622-4H54 

SZCZFOANIAK  FRANCIS  °2  2126  W.PeiNDVILLF  CHICAGOi  ILL.  60647 

SZCZFOANIAK  RICK  PI  2512  ROCK  ST  <>ERU  ILL  223-5781 

SZF-iCZYK  JOHN  FDWARO  M3  2942  N  LAWNDALF  AV  FCHICAGP  ILL  012-2073 

SZRAMA  DAYMOND  JOSEP  P2  6410  SO  BELL  AVE  CHICAGO  ILL  PR8-2576 

SZYMBPRSKl  SHIRLEY  A  MT4  12942  CARPENTER  ST  CALUMET  PK  IL  60643   389-3^39 

*SZYMONIUK  MARY  R  G8  10352  MICHAEL  TOOO  OES  PLAINES  I  LL      2<^-5210 

*TA8ER  CURTIS  A  G8  5  S  427  COLUMBIA  NAPFRVILLF  IL  L       35^-28^4 

*TALBUTT  JOHN  BAPTLET  M2  1360  CARL  SANOBURG  CHICAGO  ILL  787-3505 

TALIANO  JOSEPH  A  PI  818  S  WOLCOTT-727  CHICAGO  ILL  60612   66  3-8280 

TAM80RSK.I  STEPHEN  G  PI  5117  S  NEENAH  CHICAGO  ILL  586-0360 

TAMMFN  MARY  JANE  Ml  28  W  524  WYNN  WEST  CHICAGO  ILL     231-6007 

TAN  KIAM-NAM  G8  809  S  MARSHFIELD  CHICAGO  ILL  60612   421-6287 

TAN  KONG  M  M4 

*TAN  LAUREANO  8 

TAN  VERONICA  8 

*TANCIL  PAUL  8 

TANCOC  JOSE  8 

♦TANENBERG  ROBERT  M4  210  CIRCLE  FOREST  PK  ILL  771-9461 

TANTAVICHIAN  VISIT  8 

TARANTINO  THOMAS  P3  3134  S  FRANCISCO  CHICAGO  ILL  434-9605 

TARSA  NANCY  JANE  G7  1900  W  POLK  ST  CHICAGO  ILL  633-8229 

♦TARTOF  DAVID  8 

*TAUB  MORRIS  M2  6029  N  WINTHROP  CHICAGO  ILL  561-1562 

TAIJGINAS  ANTHONY  T  P4  6529  S  49TH  CT  CICERO  ILL  60650   0L6-5174 

*TAXY  JEROME  M4  1266  CAVELL  HIGHLAND  PK  I  LL      831-3661 

♦TAYLOR  GEORGE  M4  1639  W  FLOURNOY  CHICAGO  ILL  421-0185 

TAYLOR  JACK  ALAN  M2  6700  S  OGLESBY  CHICAGO  ILL  363-7841 


NAME  COLL. 

TAYLOR  LESL IF  N4 

TAYLOR  RICHARD  DAVID   Ml 


STREET  ADDRESS     CITY  t  STATF   ZIP  CO 


*TELLIER  YVES 

TEMKIN  OARRYL  OWEN 
♦TEN  FYCK  ROBERT 
♦TERDIMAN  JOSEPH  F 
♦TERRENCE  C  JR 

TESSLER  HOWARD 
♦TESTA  RONALD  GFORGE 
♦TETIK  ROBERT  DIETZ       8 

TEVES  VENACIO  SUELTO  8 
♦THAKRAR  H  8 

THINNES  JR  CHARLES  J  M2 
♦THOMAS  CHARLENE  A  N2 
♦THOMAS  GREGORY  M 

THOMAS  JAMES  A 

THOMAS  LARRY  L 
♦THOMPSON  DAVID  ALLEN 
♦THOMPSON  HENRY  E 

THOMPSON  RICHARD  BR  I   M2 

THOMPSON  SUSAN  M  OTA 
♦THORNTON  ROBERT  P 

THORPE  LARRY  W 
♦THORPE  WAYNE  G 
♦THRASH  CORNELIA  H 
♦THUVASETHAKUL  P 

TICHLER  THOMAS  ERWIN  M2 
♦TIERNEY  ROEERTA  ANN    G8 


3128  W  JARLATH      CHICAGO  ILL 
106  S  KENILWORTH    OAK  PARK  ILL 
2117  W  ARTHUR        CHICAGO  ILL 


GB 
p  S 

8 
G8  123  ADAMS  ST 

8 

8 
03  521  W  16TH  ST       CHICAGO  HGTS   ILL 


SH3-0005 
524-0254 
60645   274-2775 


BELLWOOO  ILL 


325-1439 


481-3738 


1446  W  WELLS 
5241  N  EAST  RIVER 
2337  IOWA  #2R 
1446  POLK 
5555  W  VAN  BUREN 
117  N  KENLWORTH 
13  PARK  AVE 
427  BLACKSTONE 
818  S  WOLCOTT  #330 
10648  AVE  C 
818  S  WOLCOTT  #811 
1341  OAK  PARK  AVE 
617  HILLSIDE  RD 
850  W  EASTWOOD-909 
2930  N  SHERIDAN 
4920  MARINE  DRIVE 


CHICAGO  ILL 

CHICAGO  ILL 

693- 

-3630 

CHICAGO  ILL 

60622 

342- 

-0837 

CHICAGO  ILL 

CHICAGO  ILL 

379- 

-7108 

OAK  PARK  ILL 

60301 

386- 

-4897 

RIVER  FOREST 

ILL 

369- 

-5829 

LAGRANGE  ILL 

FL2- 

-0561 

CHICAGO  ILL 

6  0612 

66  3- 

-8155 

CHICAGO  ILL 

S08- 

-2375 

CHICAGO  ILL 

60612 

663- 

-8298 

3ERWYN  ILL 

60402 

788- 

-1069 

GLENVIEW  ILL 

60025 

729- 

-1674 

CHICAGO  ILL 

60640 

784- 

-4022 

CHICAGO  ILL 

60657 

EA7- 

-7638 

CHICAGO  ILL 

275- 

-5476 

NAME  COLL. 

*TILDEN  JORDAN  J  04 

TILKIN  JEFFREY  M  8 

♦TINIO  WILFRIDO  8 

TIONGSON  GLORIA  P5 

TITO  WILLIAM  ANTHONY  M2 

TOLAN  MARY  CATHERINE  N4 

TOLSKY  RANDI  F  OA  1 

TOM  CHERYL  KAY  G7 

TOMAS  PETER  PAUL  M3 

TOMASZEWSKI  JEROME  S  D3 

♦TONNE  WILLIAM  JUOE  03 

TOPPING  LINDA  M3 

♦TORRES  CLAUDIO  8 

TOWERS  THOMAS  PI 

TOWNER  GAYLE  A  N2 

♦  TOWNS  CLARENCE  JR  G8 

♦TRAFICANTE  RAYMOND  S  P3 

♦TRAPP  SUE  ELLEN  DA 

TRAUSCH  ERICA  MARIA  92 

TREFIL  JON  C  MA 

TREFIL  ROBERT  Dl 

TREFZGER  RICHARD  C  M2 

♦TRICH  THOMAS  H  PA 

♦TRIGGER  KENNETH  T  DA 

♦TRIMBLE  JOHN  L  G8 

TRIMBORN  MARK  RALPH  P3 

TROST  DAVID  R  Dl 

♦TROTTA  ANTHONY  JOSEP  D2 


STREET  ADDRESS 
1718  W  ALBION 


CITY  &  STATE   ZIP  CO    PHONE 
CHICAGO  ILL  262-A75* 


7929  W  GRAND  AVE  ELMWOOD  PARK  ILL     A52-9088 

818  S  WOLCOTT  #808  CHICAGO  ILL  60612   663-8295 

5151  S  CAMPBELL  CHICAGO  ILL  925-A6AI 

9034  N  CENTRAL  MORTON  GR  ILL  966-9032 

3001  KING  DR  #909  CHICAGO  ILL  606  16   225-2269 

818  S  WOLCOTT  CHICAGO  ILL  60612 

3011  N  KENNETH  CHICAGO  ILL  KI5-6279 

1052  N  LAVERGNE  CHICAGO  ILL  379-9008 

1700  N  NORTH  PARK  CHICAGO  ILL  6061A   6A2-3287 

8521  S  KOSTNER  CHICAGO  ILL  60652   LU2-15A9 

818  S  WOLCOTT-310  CHICAGO  ILL  60612 

501  E  32ND  ST  CHICAGO  ILL  60615   ST3-2810 

1526  BATAAN  DR  BROADVIEW  ILL  60513   681-2916 

2119  W  WAVELAND  CHICAGO  ILL  WE5-3286 

1320  S  ELIZABETH  LOMBARD  ILL  601A8   629-6126 

716  S  ASHLAND  AVE  CHICAGO  ILL  60612   HA1-93A6 

115  ELGIN  ST  FOREST  PK  ILL  60130 

818  S  WOLCOTT  #611  CHICAGO  ILL  60612 

9  N  WALLER  CHICAGO  ILL  606AA   287-075A 

512  BELDEN  CHICAGO  ILL  327-5012 

1126  HARRISON  ST  OAK  PARK  ILL  6030A   383-1136 

7A2  N  LECLAIRE  CHICAGO  ILL 

816  MAPLE  OAK  PARK  ILL  8A8-7656 


NAMF  COLL.  STHfrT  ADOPFSS  CITY  t  STATF  ZIP  Cn    PHONF 

TROYEH  SUSAN  J  12  B18  S  WOLCOTT-^4  CHICAGO  ILL  60612   663-8159 

TRUE  RANTALL  4  7?7  S  LAFLIN  CHICAGO  ILL  60607 

TRURS  WILLIAM  PAUL  H?  »l*     S  WOLCOTT-721  CHICAGO  ILL  60612   663-8274 

TRUNK  JUL  I*  MARIE  MT4  10046  fcASHTFNAW  CHICAGO  ILL            HI5-0965 

TSAI  ALICE  LING-WAN  G7  «19  S  MH.COTT  #335  CHICAGO  ILL  60612   663-8160 

TSENG  JOHN  JFENAN  G8  809  S  MARSHFIELO  CHICAGO  ILL  60612   666-7435 

TSFRNG  KOU-YI  G7  818  S  WOLCOTT  *912  CHICAGO  ILL  60612   663-8892 

TUCKFR  SUSAN  JFNNIFF  N3  561  W  ARLINGTON  CHICAGO  ILL  60614 

TULLFY  JOHN  TOWARD  Ml  900  OAKLEY  CHICAGO  ILL  60612 

*TUMA  PAUL  EDWARD  °4  5714  22NO  PL  CICERO  ILL  60650 

*TUMAN  WALTER  JACOB  G?  4114  W  56  PL  CHICAGO  ILL            581-10<*2 

TUNG  AMAR  SINGH  G8  VPO  SAHARANA  LUOHIANA  INOI  A 

TURCK  STEVEN  A  P4  726  S  ASHLAND  CHICAGO  ILL  60612   421-8527 

TURK  MARY  LYNN  N4  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8366 

TURKISH  VFRNA  8 

TURNER  TEDDY  SAMUEL  P3  8  30  S  WOLCOTT  0419  CHICAGO  ILL  60612 

TURNER  WILLIAM  M4  724  S  ASHLAND  CHICAGO  ILL            SE3-9258 

TURNOCK  BERNARD  JOHN  M2  1402  W  WARNER  CHICAGO  ILL  60613 

TUR0VIT7  LFSTEP  N  PI  8920  LAMON  SKOKIE  ILL             OR6-1709 

TWAROGAL  JEANETTE  F  N4  6331  S  SEELFY  CHICAGO  ILL            RE7-8532 

TWIST  LYNDA  VFRDNICA  N3  5433  S  KEATING  CHICAGO  ILL            767-8782 

TYLKOWSKI  CHESTER  M  M2  4228  W  77TH  PL  CHICAGO  ILL            585-0393 

TYMCHEK  JENNIFEP  SUF  N3  1811  N  CLEVELAND  CHICAGO  ILL            797-6776 

TYMCZYNA  LUBA  IRENE  PI  2638  W  DIVISION  CHICAGO  ILL            278-2722 

UDELL  CYNTHIA  DAI  560-A  STRATFORD  PL  CHICAGO  ILL           549-0165 

UEHAPA  DENNIS  T  P3  62  50  N  WAYNF  CHICAGO  ILL            R01-1019 

ULLMAN  JULIAN  B  8 

UNGER  EDWARD  LAWRENC  M2  818  S  WOLCOTT-112  CHICAGO  ILL  60612   663-8328 


NAME              COLL.  STRFET  ADDRESS  CITY  f.  STATE  ZIP  CO    PHGNE 

JNGFR  JOHN  WILI  I A«  0 3  SI?  S  wOLCOTT  #11?  CHICAGO  ILL  60612   663-8328 

R  KATHIE  EN  BELL  8 

♦JRflASZFwSK  I  BFTTY  L  P'  1237  N  ASHLANn  CHICAGO  ILL  60622   235-7800 

*UY  ARTURO  « 

VAML  RAYMOND  WILLIAM  M2  10502  BFLL  CHICAGO  ILL  *45-«642 

VAICIUS  FLENA  V  I  OL F T  N3  SIS  S  MOLCOTT-515  CHICAGO  ILL  60612 

♦VALTES  ZORAIOA  8 

VAN  ANTWERP  JOHN  M  PI  320  W  ?4TH  PL  CHICAGO  ILL  60616   325-0573 

♦VAN  3USKIRK  NANCY  U  M2  171R  W  FLOURNOY  ST  CHICAGO  ILL  60612   421-3473 

VAN  CURA  FMIL  JAY  M2  154  N  DELAPLAINE  RIVERSIDE  ILL  447-8722 

VAN  EPPS  DENNIS  E  G7  2949  N  HALSTED  CHICAGO  ILL  549-1379 

VAN  LIFR  DONALD  0  P2  913  WINSTON  OR  MFLPOSE  PARK  ILL     345-6143 

♦VAN  METER  STFPHEN  8  910  LAKE  SHORE  DR  CHICAGO  ILL  787-5831 

VAN  NESS  JAMFS  ALLEN  02  431  RIDGELAND  OAK  PARK  ILL 

VANAGUNAS  ARVYOAS  0  M2  6454  S  WASHTENAW  CHICAGO  ILL  434-8063 

♦VANCERWAAL  WILLIAM  K  G8  8656  S  86TH  AVE  JUSTICE  ILL  453-8740 

♦VANREKEN  DAVID  M4  60  30  W  ROOSEVFLT  OAK  PARK  ILL  60304   T03-2862 

VANWINGERDEN  GAIL  I  Ml  1502  W  POLK  CHICAGO  ILL  421-4682 

VARGAS  MARTA  NELLY  07  1900  WEST  POLK  CHICAGO  ILL  60612   663-8357 

VATSIS  KOSTAS  GUS  G8  3825  N  PINE  GROVE  CHICAGO  ILL  60613 

♦VAZQUEZ  RICHARD  M  G7  1718  W  FLOURNOY  CHICAGO  ILL  829-0384 

♦VEENSTRA  RICHARD  HEN  P3  6530  GUNNISON  HARWOOD  HTS  I  LL      867-6628 

VENA3LE  HOWARD  HALEY  P2  1176  S  EAST  AVF  OAK  PARK  ILL  60304   333-4909 

♦VENARD  LUANA  RAF  N4  1021  8RYN  MAWR  CHICAGO  ILL  60626   275-8174 

VESSELINOVITCH  DUSHA  02  68  11  S  EUCLID  AVE  CHICAGO  ILL  N07-6680 

VEVERKA  JOANNE  MARIE  P3  11105  MARTINDALE  WESTCHESTER  I  LL      562-4432 

VICKERS  QHNITA  A  N4  226  N  RIVERSIDE  DR  OOL TON  ILL  849-8084 

VIDEKA  LYNN  MARIE  N3  1347  E  LYN  CT  HOMEWOOD  ILL  798-4292 


nami                          coll.   sr^rn   miihfss  city   g   statf      ?\p  en  PHONI 

VIQOVIC  DAVID  J  P2  F730  5Q  MARSHFIFLO  CHICAGO  ILL    60620  RA3-2768 

♦  VI 11  M.BA  ROGFR  « 
»VILLALO*OS  CARLOS  f  Q 

♦VINCENT  JOHN  0  04  9300  S  HOYNE  CHICAGO  ILL  779-0530 

VMLANTF  CHRISTINf  PI  6351  SO  RICHMOND  CHICAGO  ILL  HF4-2938 

VIRGILIO  JOANNE  MARY  N4  4933  W  SUDERIOR  CHICAGO  ILL    60644  378-0380 

VITHAYASAI  VICHARN  GR  630  S  HERMITAGE  CHICAGO  ILL  733-0146 

VIVIRITO  WAYN"1  N  P2  5612  N  WASHINGTON  NORWOOD  PK  IL  60656  457-1121 

♦VOOVARK*  HANIEL  =»  I C  H  03  3223  W  BELLEPLAINF  CHICAGO  ILL    60618 

♦VOGEL  JAMES  JOHN  02  1434  N  LOCKWOOD  CHICAGO  ILL  745-8364 

VOGEL  LAWRENCE  CABFL  *  2  9028  MONROE  AVE  RPOOKFIELD  IL  L  4^5-1055 

♦VUGT  TERRY  8 

VOIT  KF»RY  EDWARD  02  4910  N  OCONTO  HARWOOO  HGTS   ILL  UN7-9356 

VOSS  FLIZARETH  PI  8833  S  51ST  AVENUE  OAK  LAWN  ILL   60453  422-6573 

♦VRCHOTA  JOHN  JAMES  P4  4633  DUBOIS  RROOKFIFLD  IL  60513  435-9046 

WACHTLER  PATRICIA  N4  1863  N  FREMONT  ST  CHICAGO  ILL    60614  MI2-7538 

WADE  DONALD  P  P2  234  W  39TH  ST  CHICAGO  ILL  373-3119 

WAGERS  WENDY  L F I GH  Ml  818  S  W0LC0TT-229  CHICAGO  ILL    606L2  663-8113 

WAGNER  ROBERT  HEWITT  Ml  2155  W  POLK  CHICAGO  ILL 

WAHL  GREGORY  H  01  124  W  PARK  OR  LOMBARD  ILL    60148  627-4034 

♦  WAITZMAN  JEFFREY  S  G8  1431  W  FARWFLL  CHICAGO  ILL  743-3939 
♦WAKERLIN  WARREN  F  G8  931  DUNLOP  FOREST  PK  ILL  771-9475 

WALDER  JAMES  M4  5800  S  STONY  IS  CHICAGO  ILL  MI3-9250 

*WALDVOGEL  ROBERT  F  PI  1213  N  RAYNOR  AVE  JOLIFT  ILL     60435  722-4900 

WALES  BRUCE  H  M4  1824  N  LINCOLN  PK  CHICAGO  ILL 

WALKER  GARY  LEE  P2  60  3  MAPLE  ST  L A WRENCFV ILLE   ILL  943-4266 

WALKER  GEORGE  LENWOR  D2  318  S  WOLCOTT-217A  CHICAGO  ILL    60612 

WALKER  LEON  GLENN  H  533  S  SAGINAW  CALUMET  CITY   ILL  862-0702 


NAME  COLL.  STRFFT  ADDRESS  CITY  f.  STATE  ZIP  Cn    PHONE 

WALKER  "ARGARFT  *  N  "*  l6500  S  67TH  CT  TINLEY  PK  ILL          532-6384 

WALKER  °HILIP  H  Ml  705  w  CORNELIA  CHICAGO  ILL 

MALL  JOSEPH  CAVID  Ml  300  S  OAKLFY  CHICAGO  ILL 

WALLACE  P4VID  BURTON  *?  60  3  W  WELLINGTON  CHICAGO  ILL 

♦WALLACE  RICHARD  E  N4  211  ASH  PARK  FOREST  I  LL 

WALLEN  THOMAS  J  04  1445  W  LEXINGTON  CHICAGO  ILL            42  1-0445 

WALLINDER  JANFT  L  N2  818  S  WOLCOTT-302  CHICAGO  ILL  60612   663-8130 

WALTEMATE  THOMAS  LEE  02  43  1  RIDGELAND  AVE  OAK  PARK  ILL 

WALTENBAUGH  CARL  R  G7  318  S  WOLCOTT-824  CHICAGO  ILL  60612   663-8309 

♦WALTER  ARTHUR  L  M4  6954  N  GREENVIEW  CHICAGO  ILL  60626   33R-1093 

♦WALTERS  WILLIAM  C  03  6347  SO  KEDZIE  CHICAGO  ILL            476-7361 

WALTON  LYNDA  K  G7  41  5ING  ARTHUR  CT  NORTHLAKE  ILL  60164   562-0657 

WANDER  JOHN  8 

WANG  AI-LAN  G8  309  S  MARSHFIELD  CHICAGO  ILL  60612   666-2833 

WANG  SHYH-ING  G8  309  S  MARSHFIELD  CHICAGO  ILL            421-2640 

♦  WANG  SOO  RUFY  G8  809  S  MARSHFIELD  CHICAGO  1 1  L  60612   421-1569 

WAROWELL  MARY  F  N2  818  S  WOLCOTT-233  CHICAGO  ILL  60612   663-8115 

WARING  GEOPGE  ROBERT  Ml  818  S  W0LC0TT-523R  CHICAGO  ILL  60612   663-8212 

♦WARRFN  CATHERINE  N4  1900  W  POLK  CHICAGO  ILL  60612 

WARRFN  RONALD  ANTHON  °2  2200  W  CORTEZ  CHICAGO  ILL  60622   HU6-3921 

♦WASHINGTON  CHARLES  M  M2  1919  ROSE  TERRACE  ROCKFORD  ILL  61102   964-7705 

♦WASIK  GFRALD  JAMES  P3  6556  W  63RD  STR  CHICAGO  ILL            586-5637 

WATKINS  IRVIN  8  D2  5135  S  FFDERAL-509  CHICAGO  ILL            285-1721 

WATTERS  HARRY  CARL  J  9  ?_  2519  KENSINGTON  WESTCHESTER  I  LL      562-3336 

WATTS  SUSAN  JANF  MA4  2012  FREEMONT  CHICAGO  ILL 

WAXMAN  FRANK  JACOB  G7  818  S  WOLCOTT  CHICAGO  ILL  60612   663-8245 

WAYTZ  PAUL  HARVEY  M2  1645  N  NORTH  PARK  CHICAGO  ILL            787-6518 

WEATHERS  GREGORY  LFE  D2  4947  N  OCTAVIA  CHICAGO  ILL  60656   867-8487 


NAMF  COLL.  STREET  AOOPFSS  CITY  f.  STATE  7IP  C^    PHONF 

WEAVER  MICHAEL  ROY  P3  818  SO  WULCOTT  2?0  CHICAGO  ILL  6061? 

WEAVER  WILLIAM  0  PI  818  S  WOLCOTT  602B  CHICAGO  ILL  60612 

♦  WEBP  MARC  CRTO  G7  ?06  N  AUSTIN  « 3H  OAK  PA°K  ILL  386-2175 

*WFBHEP  RUBFRT  C  01  476  N  AUSTIN  #1  OAK  PARK  ILL  848-0027 

♦WFBSTFR  THOMAS  ANDPF  M3  1^26  W  HARRISON  CHICAGO  ILL  243-50^5 

WFEKS  JAMps  B  4 

WEGPHAUPT  PAUL  K         A 

WFGLARZ  THOMAS  P  P3  L2238  PFRRY  CHICAGO  ILL  60628   PU5-3146 

WEGRZYN  ROBERT  CHEST  M2  6037  SO  NORMANDY  CHICAGO  ILL  586-8359 

WEICHSFLBAUM  RALPH  M4  1506  W  POLK  CHICAGO  ILL  738-2040 

WEIGANO  THOMAS  B  Dl  4739  S  LOOMIS  CHICAGO  ILL  60609   BI7-2436 

WEILANO  EDWARD  A  01  818  S  WOLCOTT-711  CHICAGO  ILL  60612   663-8266 

WEINRAUC.H  PATRICIA  N4  4212  WEHRMAN  SCHILLER  PK  I  LL      678-4236 

♦WFINSTFIN  EUGENE  P4  7609  N  GREENVIEW  CHICAGO  ILL  973-0214 

WEINSTFIN  MARVIN  M  G7 
WEINSTOCK  WFNDY  J        8 

WEINZERL  THOMAS  H  MA4  818  S  WOLCOTT-532  CHICAGO  ILL  60612   663-8225 

WEISBART  HOWARD  S  Dl  3010  W  BIRCHWOOD  CHICAGO  ILL  764-8522 

WEISBERG  KENNETH  E  PI  1646  PRATT  CHICAGO  ILL  BR4-9531 

WFISMAN  MICHAFL  JOFL  P3  6534  N  HOYNE  CHICAGO  ILL  R04-9695 

WEISS  ANDREW  THOMAS  03  2221  N  CIFTON  CHICAGO  ILL  281-7844 

WEISSMAN  ROBERT  MERR  M2  4550  N  CLARENDON  CHICAGO  ILL  60640   784-8468 

*WFITH  CHANOLER  E  02  1556  GAMON  RD  WHEATON  ILL  668-3486 

♦WEITH  SUSAN  ANN  N4  159  N  AUSTIN  BLVD  CHICAGO  ILL  668-3486 

WELCH  JOHN  BENNETT  M3  54  CRESCENT  PL  WILMETTE  ILL  251-0474 

*WELLER  HERSCHEL  MYRO  M3  2840  W  GLENLAKE  CHICAGO  ILL  764-8324 

WELLS  NEIL  ALAN  P3  431  S  WATERMAN  ARLINGTON  HGT  S  ILL 

♦WELSH  THOMAS  JOE  G8  170  F  LAKE  ST  #211  ELMHURST  ILL  60126   279-2269 


NAMF  COLL, 

♦WENCKUS    CHRISTTPHPR  04 

♦WFNK    GRETCHFN    KRFGFR  N4 

♦  WENK    VIRGINIA    A  G7 

*WERMFRS    JOSEPH    JOHN  M3 

WERNER    PHILLIP    LAOD  M3 

♦WERNER     WILLIAM    NORMA  M2 

WFRNICK    SHFLLFY  M4 

WERNIKO^F    SHFLDON    L  PI 

WESTLUND    RONALD    o  P? 

WEYTKOw    JUDITH    D  OTA 

♦WHALLEY    CHRISTOPHER  G7 

WHEAT     PHILL IP    N  01 

♦WHEELFP    PHILIP    V  2 

WHELPL^Y     DOUGLAS    P  Ml 

WHIPPU    DAVID    J  M4 

♦WHlTAKER    ROBERT    ROY  M3 

WHITE    OELRAY     T  °1 

WHITE    GILBERT    WESLEY  Ml 

WHITE    LJREN    B  PA 

♦WHITING    DENNIS    M  04 

WHITNFR    DEBORAH    A  N? 

WICOFF    JOHN    P  P4 

WIOERQUIST    R03FPT    P  04 

WIELGOSZ    HENRY    J  PI 

*WIELT     JENNIFER     L  0T4 

♦WIER    DENNIS    ANTHONY  P2 

WII.BON     ALETA    MADELEI  Ml 

WILCOX    RONALD  R 


STREFT    ADDRESS 
426    S    MONROE    ST 
531     W    TEMING    PL 
307    E    CLARENDON 
31     HARRISON    *2 
6418    N    ALBANY 
5638    N    KIMBALL 
2716    BRYN    MAWR 
7018    N    KEDVALF 
161     DORIS    LANF 
3309    W    84     ST 
5630    W    35TH    APT-4 
918    S    WOLCOTT-711 
609    SOUTH    BLVD 

1412    W    LEXINGTON 
90  3    W    WASHINGTON 
7765     SO    HAMILTON 
818     S    W0LC0TT-809B 
5425    GARDEN    PLAIN 
920    W    LAKESIDE     PL 
3959     S    ELLIS 
35  18    W    ROTH    ST 
8817    MENARD 
9401     S    81ST    CT 
2823    N    CAMBRIDGE 
1869    N    HOYNF 
16103    S    HONORF 


CITY  I     STATF 

71  P  CD 

PHONF 

HINSDALE  ILL 

60521 

323-5661 

CHICAGO  ILL 

52<*-6322 

ARLINGTON  HGT 

S  ILL 

259-1736 

OAK  PARK  ILL 

60304 

848-3725 

CHICAGO  ILL 

338-1681 

CHICAGO  ILL 

60645 

583-5227 

CHICAGO  ILL 

769-0031 

LINCOLNWOOO  I 

LI 

675-5304 

CHICAGO  HGTS 

ILL 

754-1302 

CHICAGO  ILL 

60652 

434-4650 

CICFRD  ILL 

CHICAGO  ILL 

60612 

66  3-8266 

OAK  PARK  ILL 

60302 

386-7417 

CHICAGO,  ILL. 

60612 

CHICAGO  ILL 

60607 

243-3363 

OAK  PARK  ILL 

60302 

383-7875 

CHICAGO  ILL 

60620 

874-5806 

CHICAGO  ILL 

60612 

LOVES  PARK  IL 

L 

877-4848 

CHICAGO  ILL 

561-9699 

CHICAGO  ILL 

DR3-6708 

CHICAGO  ILL 

GR6-8494 

MORTON  GROVE 

ILL 

966-9703 

HICKORY  HILLS 

ILL 

598-6055 

CHICAGO  ILL 

929-2573 

CHICAGO  ILL 

252-8604 

MARKHAM  ILL 

EDl-6991 

NAMF  COLL.     STRFF1     MlllRf   SS  CFTY     E     S1AII  /|D    CP  PHONf 

wIL^S    hyla     *ENI  VR4     M  "    s    WOLCOTT-610  CHICAGO    Ml  5061?       661-840] 

*  ,  I  l  >  s  I'M  I1  HOWARD  08  «625  w  1?1SI  I'M  MS  pk  III  60464  442-8828 
WlLFWSK]  DENNIS  W  p4  7247  w  MFnHL  AVF  CHICAGO  II  L  60647  HIJ6-6386 
WILKINSON  CAROLYN  J  OTA  SIS  S  WOLCOTT  tins  CHICAGO  ILL  60612  663-8351 
WILKINSON    SALLY    Jf)  Ml    SIR    S    WOLCOTT-410  CHICAGO     ILL  60612       6^3-8371 

♦  WILLED    kapbara    A  G8    6056    S    INGLFSIOE  CHICAGn    ILL  493-4657 
♦WILLARO    Rn&FRT    m  04    2127    S    1STH    Avr  BROADVIEW    ILL  341-0553 

rflLLERT     J->    VFRNON    R  04    5816    N    ARTFSIAN  CHICAGO     II  L  S04-3692 

*WlLLrY     *OBFRT     FRANKI  M3     1870     S    ELMWOOO  BERWYN     ILL  484-9300 

wILLI     M^THA  8 

WILLIAMS    LIOMFL     LFVF  02    818     S    WOLCOTT  CHICAGO     ILL  60612       663-8181 

WILLIAMS    PATRICIA    A  »4    7640    W    90TH    ST  PVERGR^EN    PAP  K     ILL       422-6513 

WILLNER     LFSLIF    JOY  02    7247    N    CALIFORNIA  CHICAGO    ILL  60645       761-8474 

WILMOT    JANET    S  N2    818    S    WOLCOTT-226  CHICAGO     ILL  60612       663-8110 

WILSON    ALLFN    DAVIO  Ml     709    AOA     ST  '  CHICAGO    ILL  666-3813 

WILSON    CARRIE    CFL^ST  N3    750     S    WOLCOTT  CHICAGO     ILL  633-8452 

WILSON    CLARA    L  G8     505    N    LAKESHORE    OR  CHICAGO    ILL  828-0437 

wILSGN    JAMFS  G7    755     W    MQNTROSF  CHICAGO     ILL  525-7841 

♦WILSON     RICHARO     A  04    432     S    CLINTON  OAK     PARK     ILL  3*6-1095 

♦WILSON    STEPHEN    K  8 

WILTRAKIS    LYNN     C  P2     14539    MYRTLE  HARVEY     ILL  60426        331-6929 

WILTRAKIS    MARK     GEORG  M2     2112     W    ROWLEP     ST  CHICAGO     ILL  666-8581 

♦WINDAUER  ROBERT  °  C,l  18606  KLIMM  AVE  HOMEWOOO  ILL  60430  799-7054 
WINE    CHARLES    J                           8 

WINER    LARRY     G  P3    7240    BECKWITH  MORTON    GROVE  ILL  965-7240 

WINNIE     SHAREEN    J  N4    9606    S    DAMEN  CHICAGO    ILL  PR9-1951 

WINSKY    DENNIS    A  PI    4544    W     77TH    PLACE  CHICAGO     ILL  60652       LU5-7296 

WISE    NEIL    KENT  M2    945    W    BELLE    PLAINE  CHICAGO    ILL  525-0591 


NAME  COLL.     STREET    ADDRESS  CITY    L     STATF  ZIP    CO  PHONE 

WISE    RONALC    CAVID  Ml  7111     W    HOWARD     ST          ryANSTON     ILL  60202       369-5649 

WISF    WILLIAM     JOHN  Ml                                                             CHICAGO,     ILL.                          HF4-2133 

WITTEMAN    GEURGF  M4  774    SO    ASHLAND               CHICAGO    ILL                              SE3-9559 

WITTERT    JFRROLD    STEV  M3  316    S    MAPLC                        OAK    P4RK     ILL                           848-1676 

WITTLEDFR    WULIAV    w  PI  3429    W    MFDILL                  CHICAGO     ILL                              278-4651 

WLODARSKI     FRED    MJCHA  M3  1167    S     HUMPHREY             OAK     PARK     ILL  60304        386-0648 

WOJCIK    CHERYL    ANN  »2  10656    AVE    Q                        CHICAGO    ILL  60617       S08-2911 

WOJCIK    JOHN     PAUL  P3  5933     SO    CALIFORNIA    CHICAGO    ILL                              PR6-10D7 

WOJCIK    LAWRENCE  P4  12252    SO    ADA    ST            CHICAGO    ILL  60643       WA8-3758 

WOJDULA    LINDA    CAROL  MT4  633    S    LAFLIN                     CHICAGO     ILL 

WOJSLAW     ANGELA    HEDWI  P3  2322    W    BELDEN                  CHICAGO     ILL  60647       AP6-3947 

WOJTASZEK    MATTHEW    F  PI  2637    N    MOZART     ST          CHICAGO     ILL  60647       342-4851 

nOLDMAN     RICHARD    ALAN  03  3928    CHASE    AVE                LINCOLNWOOD    I  LL                674-8252 

WOLF     BARRY  M2  8951    N    LAVERGNE             SKOKIE     ILL  60076       663-8265 

*WOLF    JEFFREY    LEE  M3  1137    N    MAPLE                      EVANSTON    ILL                           GR5-1867 

WOLFF     STEVEN    NEIL  Ml  818     S    WOLCOTT-606B    CHICAGO    ILL  60612       663-8230 

WOLFSON    JEFFREY    ALAN  Ml  2800    LAKFSIDE    CT          FVANSTON    ILL  60201       869-4332 

WOLTER    MARTHA    JEAN  N4  2001    N    CALIFORNIA       PEORIA     ILL                                 682-3564 

*WONDERLICK    JOHN    F  04  1283    WESTGATE     TERR    CHICAGO    ILL                              226-4384 

*WONG    SHIRLEY    L  N4  2945    W    CHASE                     CHICAGO    ILL  60645       338-5229 

WONG    VICTOR  8 

WOO  DOMINIC  LEUNG  P4  6464  N  MILWAUKEE    CHICAGO  ILL            775-9736 

WOO  KENNETH  SAI  HO  P2  818  S  WOLCOTT  #419  CHICAGO  ILL  60612   663-3176 

♦WOOD  MARY  ELLEN  N4  1708  W  VAN  BUREN    CHICAGO  ILL  60612   243-2942 

♦wnQDS  GEORGE  STEPHEN  P4  403  MAIN             GLEN  ELLYN  IL  L       858-2879 

WOROBEC  SOPHIE  MARIF  Mi  2108  W  CHICAGO  AVE  CHICAGO  ILL            8R8-6693 

WOROBEC  THOMAS  G  Ml  2108  W  CHICAGO  AVE  CHICAGO  ILL  60622   BR8-6693 

♦WOZNICKl  JAMES  T  P4  1632  S  HIGHLAND     BERWYN  ILL  60402   788-2604 


II  t  . 
ill  ft  III 

i    ivir  m? 

^     •      II         \-        MH    I  Dl 

.,  i  i  ;u  >■    i  \      l1      i  ma  4 

I     W ILL  I  AM    |  4W»E  D? 

P/+ 

KWU    HSIN-HSIUNG  8 

tfU     NANCY      I  G° 

•WUNG  WALLY  ESHUNG  G7 

rfURTZEL  E»  FORK  C  M* 

HYATT  BETTY  8 

HYHINNY    GEORGF    JURIJ  M3 

*WYNF    C^w t     EDWARD  M2 

VAN    ANDREW    TZE    SHUDT  ° 4 

YAP    TUAN-GEE  G8 

YEAGC^     HAV  ID    LFE  M2 

YflADSICH    MICHAEL     ALL  02 

♦YFUNG    ANDREW    AU  PI 

*YOCUM    LEWIS     AL^CRT  M2 

*YON   LOIS    G  N5 

YONE  RAYMOND  FRANCIS  P3 

YOQ  HIE  JOUNG  8 

*YQKK  JAMES  L  G8 

*YORRD  ZITA  R  8 

YOS  CAROLYN  HFATHER  P2 

♦YOUNG  FREC  LEE  P4 

♦  YOUNG  LEROY  P 1 


<  \     f.  STATI 
11*0  W  1 «TM  ST      RROADVl rW  I LL 
f*  15  OAK  RIVER  FOREST 

9557  S  CRFGIFR  AVE  CHICAGO  ILL 
.  II  COTT-704   CHI  CAGO  I  I  L 
450  W  ARMITAC.f       CHICAGO  ILL 
1106  SO  4  8CT        CICERO  ILL 


809  S  MAQSMFIFLH  CHICAGO  ILL 

1516  W  SCHRFIBEN  CHICAGO  ILL 

41  C  N  MAYFIEL^  CHICAGO  ILL 

1251  WESTGATE  TERR  CHICAGO  ILL 

100  S  EAST  AVF  OAK  PARK  ILL 

5921  JACKSON  DRIVE  WOODRIDGE  ILL 

901  S  WOLCOTT  CHICAGO  ILL 

818  S  WOLCOTT  CHICAGO  ILL 

818  S  WOLCOTT  AVE  CHICAGO  ILL 

915  W  OAKDALE  J3  CHICAGO  ILL 

11024  S  76  #16  PALOS  HILLS  I 

28  LOGAN  TR  GOLF  ILL 

1801  HOLLYHOCK  OR  ROCKFORD  ILL 


701  S  LAFLIN 


CHICAGO  ILL 


17337  WALTER  ST  LANSING  ILL 
1015  S  LAFLIN  CHICAGO  ILL 
8742  S  LOOMIS  8LVD  CHICAGO  ILL 


'  |  p  CP    PHONI 

34  4 
IlL      16* 

J  I  > 
<■■■'   I  !   66  J-R125 

606SO   662-1880 


60612   243-5919 

262-1710 

60644   37Q-7325 

666-1515 

60515  964-1708 
60612  663-7635 
60612  663-8161 
60612  6/S3-8285 
60657  477-8332 
I L  974-3396 

724-7876 
39Q-2293 

733-7944 

474-4284 
60607  421-5183 
60620   779-475? 


NA"C  COLL.     STRFFT     AOORESS  CITY     L     STATF        ZIP    C^          PHC1NF 

"ARY     rLIZA-<ryH  -*T4    SIR     S     WOLCOTT  CHICAGO    ILL          60612       663-8384 

•rnuNG  m-wy  otto  p«  ini5  s  lafi  in  Chicago  ill   6060t  421-5133 

YOUNG    POLLY    TAMSIN  M  2    5330    S    GRFCNWPOO  CHICAGO    ILL                             955-9513 

yfJ'JNGSFP.G    LTF    R  PI     318    WOLCOTT    AVE  CHICAGO     ILL          6061? 

YO'JNGFPM  A\     WILL  IAM    0  H 

*YPUSCFI     SHOKROLLAH  P 

nj'JSSI     MICHAEL     DFNNI  ^     700     S    ADA  CHICAGO    ILL                              666-3813 

Y'J     FOOIF     A13FRT  P3    813     S     WOLCOTT     0521  CHICAGO     ILL           60612 

•7ACHMAN     PAULETTF    M  N^    4901     W    THOMAS  CHICAGO     ILL          60*51       626-4619 

ZAI     DENNIS    YJ    HUN  m  2     HH    S    HARLE"  FOREST     PK    ILL     60  130       771-8491 

7UFTA     ^ITA    MARGARET  N4     2001     N    CALIFORNIA  PFO&IA     ILL                                  682-3564 

ZANOROH     ^ARYANN    GL A C  Ml    <U  8    S    WOLCOTT-320  CHICAGO     ILL          60612       663-8365 

ZANTN    JOH\     AL3FRT  P2     7401     W    AINSLIF     ST  HARWOOD    HTS     I     LL                 867-7693 

♦  ZEGFRJUS     RONALO  3 

Zc  I  TL  IN     F  APL     L  M4 

ZFITZ    HOWARO    J  8 

/.FLL"     JUDITH    JOAN  N4     3110    W    JFROMF  CHICAGO     ILL                              R04-2582 

7FV  IN     MIL^S     RICHARD  "2    6701    CRANOON  CHICAGO     ILL                              RU8-2943 

*MA    MICHAEL     JAMES  M3     1620     S    RIDGFLANO  RFRwYN     ILL             60402 

7IMRLER    HA°VEY  M3    2704    W    BALMORAL  CHICAGO     ILL                              561-7071 

ZIMFLIS    VICTORIA    M  G7    4234    N    CA^BFLL  CHICAGO     IlL          60618       267-2722 

7IMHERMAN    ANN    M  MA4    813     S    WOLCOTT     #305  CHICAGO     ILL          60612 

ZIMMFRMAN    PCNALT  ML     LU4    W    POI  K     ST  CHICAGO     ILL                              421-3903 

ZIMMERMAN    RICHARO    W  Ml    818     S    WOLCOTT-621  CHICAGO    ILL          60612       66^-8242 

Z10LKOWSKI     JANICF  N2     164    F     122     ST  CHICAGO    ILL                              468-3267 
ZOLFTA    RITA 

ZOLNOMSKI     DANIEL     A  PI     5044    W     31ST    STREET  CICERO     ILL                                 863-4033 

ZOLO    KFNNFTH    V  »1     2251     w    CERMAK  CHICAGO     ILL                              254-9771 


NAMF  COLL.  STREET  AOORFSS  (  I  TY  r.  statf  /  i  ('    CO    PHONI 

•zom  ci  iALn  mdrman  ga  58*9  m  ,njAKr  avf  Chicago  ili  r28-34o? 

ZJSTAUTAS    &EVFRIV    t  P 2  2021    LIONCRFST    OK  RICHTON    park  III  747-0471 

♦  ZSCHPKE  WAINFK  H  Gfl  5lft  rrRTjM^Mn  AVI  FOREST  PK  ILL  60130  7  7  1  -  fl  I «",  3 
7UCCHEP0  JOSEPH  FRAN  02  1803  S  AUSTIN  8LVn  CICERO  ILL  6r>6-?77? 
MUCKER  JAMYfT  Q  N2  R 18  S  WOLCOTT  CHICAGO  ILL  606,12  ^63-811* 
70CKE3MAN    DIA\|F     VAF  M3  6631     CHRISTIANA  CHICAGO     ILL  688-8085 

•  Z'JMWALT     ROSS    F  HA  l<>?6    W    HARRISON  CHICAGO    ILL  6061?  666-0301 
•ZUMWALT     THFRFSA     A  **  1^?6    N    HARRISON  CHICAGO     ILL  60612  666-08^1 

7.UPKUS    KATHLEEN    ANN  N3  *6  *  3    JOHNSON    AVE  WFSTERN    SPGS  ILL  2*6-*96* 

ZURAHIK     JUDITH    MARY  N4  2001    N    CALIFORNIA  PFOPIA     ILL  682-3564 

7USKA    S'JSAN     A  MR*  818     S    WOLCOTT-615  CHICAGO    ILL  60612  663-8*06 


UNIVERSITY  OF  ILLINOIS-URBANA 


3  0112  105729682 


ILLINI  BOOKSTORE 


Medical    Center  Campus,  Chicago 


